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BIG Trouble: 
What Do You Do When Your 


Building Burns? 
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BIG Contractors — 

















z-— APPLLIUN 


‘ ONTACT CHAMBER 
r ifet chamber prevent explosions 
even when fixture 1 erviced with current on! 
APPLETON Serse 14-51 Vented Explosion 
proof lV axture olfer th posmive protection re 
quired for hazardous 
t VEN Nf 
Porous metal interior and specially de 
izned hood dissipate heat evenly and 
alely keep fixture temperature down 
provide longer lamp Ife 
& INTERCHANGEABLI JNILET BODY 
tandardized diameters at top of Dome 
Unit Assembly permit interchange with 


AA.-%S1 fixtures of varying wattages 
conversi 
ofr relamping im just Zs) Sh 
ONDSS with no loss of 


man-hours of lengthy shut 
downs. Send for complete 





on to different wattages 


information today! 


SECOND RELAM Proto Courtesy 


Ou and Gas jow na! 


APPLETON INTERCHANGEABLE 
UNILET BODY FEATURE 


Series AA-S1 stand-by units Only @ screw driver is needec Cleaning fixtures, changing 
are ready at an instant’s no- to change units and OWLY burned out lareps can safely 

| tice for relamping with 58 SECONDS to climb ladder, be attended to at bench 
all handies attached in advance. change unit and descend! preventing costly shut-downs 


sete iiss chew aulch lnorcange of akares APPLETON ELECTRIC COMPANY 


with different wattages 1734 Wellington Avenue + Chicago 13, thhinois 


on #7 > Also Manufacturers of 


AS 
hy * , taduetriel Automatic — — "= 
* Lights Reel ites ka rn ; i f 
t ny ‘ow Be 


. “~, ”. . ST Series 
opus Genes Flees Conner tors 


Rely on APPLETON... the standard for better wiring 





IT THINKS with o difference 


that means extra protection! 





ECON-ALLOY makes the Difference! 


oy 
Ay 


—e Cut Fuse Costs 


Z, e End Needless 
Fuse Blows 


A yb 


jth ye » ‘e Eliminate Down Time 
é | \ r. %~ Fast Short Circuit Protection 


ECON 
DUAL-ELEMENT 
cartridge fuses 


‘ (2h 7 
electrical —— | S 
wholesalers FUS E s 
/ £OR EVERY PURPOS¢ 


ECONOMY FUSE & MFG. CO., 2717 Greenview Avenue, Chicago 14, Illinois 
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LETTERS TO THE EDITOR 


The Warehousing Problem 
1) : 








Something on Your Mind? 


to all VIRDEN 
distributors: 


Then, write and tell us about it. 
EW welcomes expression of opin- 
ions from readers—on articles we've 
published, on industry problems, on 
just about anything. Write: Editor, Watch for this 
ELECTRICAL WHOLESALING, 330 W 
42nd St., New York 36, N. Y. 


advertisement in: 








A to Z 
RICHARD Dun? 


would appreciate receivin 
of Counter Selling from 
it your early 
Maa 
VICE PRI 
col MBIA ELEC 
PORANI WASH 


ounter selling et 
atthe follow 


O¢ each; o 


interesting’ 


ise send u () copies of the first Qualified Contractor 
installments of Ihe Salesman 


echnical Notes 
We find these very informative and American Builder 


Practical Builder 


cresting and of great help to our House & Home 
salesmen | non Peay tech Contractors’ Electrical Equipment 

| . , interiors 

PROM, DEPT interior Design 
em Sea Electrical South 


Lighting 


It’s preselling 
Virden’s new 
residential fixtures 
Tells customers to 


buy them from you. 


I HM 


CANADA REPORT: American electrical distributors 
often ask how their northern colleagues are doing. The 
answer: Very well indeed, Next month's EW report will 
examine many other aspects of Canadian wholesale opera- 
tion: number of houses, independent and chain opera- 


tions, margins and association work, among others. See 


November's EW. 
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Jeroratve lati by WV 


This smart, new, pull-down fixture has 


Here is one of the brightest, brand-new ideas in 
the long history of home lighting! Virden has 


concealed the reel in the canopy 


Hanging 33 inches from the ceiling, the fixture 
spreads its beams over a wide area and can be 
pulled down instantly and easily to any 
desired length up to 53 inches 


concentrating its beams in a smaller area 


Its generous 18-inch hood comes in a 
variety of finishes— brass, copper, pink 
white or black. Three 60-watt lamps 
shielded by a frosted glass diffuser, prov 


but efficient illuminatior 


The thin, strong cable—artfully hidden by 
smart, coiled, black cord disappears 
decorative ceiling canopy as 


the fixture is raised 


Shown here is but one of the 
many styles of Virden ree! 
concealed pull-down fixture 

all designed to blend skillfully 
with countless varieties of room 


arrangements and furnishing 


er) 


reel concealed 








Write today 
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YO LES LUNY 


THE NATIONAL MAGAZINE OF ELECTRICAL WHOLESALE DISTRIBUTION 


OCTOBER, 1956 


Print Order This Issue: 12,461 


Selling the Big-Time Contractors Robert S$. Bush 


R 


Spotlighting Your Markets 


} y ate wha y 


Selling Electric Living in a Big Way George D. Farley 


Pls f 


Are YOU Ready for Disaster? Durward Humes 


You Can’‘t Spread Too Thin Winston N. Coburn 


Fourt s new se 


Something’s Been Adde 


d at Gesco, Yonkers 
A new show n opened , ' 


’ ' ware 


Nine Steps to Business Success William S. Griffith 


Jistribut leas how 


it's the Best System 


for Our Size 
A ent rT bu 


y ; ast 


The Salesman’s Technical Notes j. ¥. MePartiand, W. J. Novak 


The biect # nonth: Receway y 


industry-wide Programs 


A department 


DEPARTMENTS 


Letters to the Editor What's Happening in Washington 
New Products Business index 

Top of the News Price index 

Times and Trends What's New With Your Customers 
News for the Industry Calender of Events 


Chuckle of the Month Holiday Calendar 


NEXT MONTH 
What's Happening in Canadian Electrical Wholesaling 


‘ Member ABC and ABP App 
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WNidmuesat 


MANUFACTURERS OF ELECTRICAL WIRING PRODUCTS 


1639 W WALNUT STREET 
74 “mms 





—_ 


Se 


Fuse Resistor 
International Resistance Co., Phila- 
delphia, Pa. 


Fuse Link 
A. B. Chance ( 


Outdoor Lights 


Revere Electric Manufacturing Co., 
Chicago, Ul. 


modern 


achieve rT 
ind fixtur 


Fixtures 
Marvin Electric Mig. Co., Los An 
veles, Calif 


Protective Gap 
General Electric Co., Schenectady, 
N. ¥ 


Service Switch 
The Wadsworth Electric Mfg. Co.., 
Inc., Covington, Ky. 


Fixtures 
Moe Light div... Thomas Industries 
Inc., Louisville, Ky 


pP ! 
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NEW PRODUCTS 


Mercury Lamp 
General Flectric Co., Lamp div 
Nela Park, Cleveland, Ohio 


Floodlights 


Steber Mig. Co, Broadview iil 


Marh 


Louver-Diffuser 
Curtis Lighting, Inc., Chicago, I 


indoor Light 


Holophane Co., New York 





SWITCH BOXES 
OUTLET BOXES 
BAR HANGERS 
AND COVERS 


: > y J rsa < 
A COMPLETE LINE OF ELECTRICAL BOXES 


aad 


j , \ ‘ 
A | 2a aa i 


“A 


nm You can readily recognize the 
tl quality of RAC © products Deu 
fully finished mooth edpes 
deep clean- t thread Made 


he ivy paupe tecl engineered {« 


exceed loca 1G l MOonal ¢ cle re 


“dy, 


a 

No 
aA‘ 7 quirements nnew jobs on rewit 
“ 


eX mp you can alwa rel on RACQO 
W rit for « ti 


“A RACO BOX FOR EVERY NEED”’ 


ALL-STEEL EQUIPMENT INC, ‘rove. inci 
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Connector Box Cover 
Kaiser Aluminum A Chemical Arrow Conduit & Fittings Corp 
Corp., Oakland, Calif Brooklyn, N. ¥ Fressure Switch 
4 , i \ Y-Slot” feat Pass & Seymour, Ine Svracus 


ct } , fs f lewis — 


Wall Switch 
Rodale Mig. Co., Inc., Fimmaus, Pa 


" 


Receptacle 
Circle F Mfg. Co., Trenton, NS. J 


4 
7" 


Connection Tool 
Aluminum Company of America 
Pittsburgh, Pa 


Testmeter 

Atomic Engineering Corp., Grand 
Junction, Colo Receptacle 

Slater Electric A& Miy. Co., Ln 
VW oodside, \. Y 


Service Entrance Switch 


American blectric Switch div., Clark 
(Controller Co... Cleveland, Ohio 
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TOP OF THE NEWS ... . and its significance to you 





Boom, Boom 


16'2 Million Chances 
to Sell Electric Living 


Freud and Fuses 


Like Chicken and Egg— 
Which Comes First? 


Weather Forecast 


“Dynamic Obsolescence” 


Pouring It On 





16'2 million new homes. 


0,000 home i 
1YS6 total: 1,100,000.) 


e But think what a market it would be if all those home builders 


could be sold on complete electric living. To see what is happening now, 


turn to page 60, 


em ih 
ini A in at vul i I i 


marketit ind promotion f ram | | ) 
why homeowners were only lukewarm to adequate 


irch howed i } I j } K 
1} that it Wa 
damit tn 
ented ex IS¢ 


) tried to talk them 


+} 
tf 


M I irtenir I 


to the folks down on the f im also cause joy in the elec- 
trical industry. If farm f hat tI Lust t} 
larme! A ch oO | } J f ( 

{ | l more profit 


ble. Tt 
market | 


— i t} of huge 


‘ ii ' ' . } 
blood, Mud, and Your Bu EW—O 
cal wholesalers sometimes suffer other disasters, 


But, electri 
‘ 1) 


“dynamic Gosolescence” 


to put out a fire by pouring gasoline on it” 


“Trying 
I K ‘ e Boar or 


B h 
system “should rise above 


‘ ; +} ] 


but nt ty I the 
{ matters involving the Federal Reserve 


partisan politics.” [hat sentiment is echo 
i " he 


featul Heginning On pag 
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Properzi 
Process 


Starting point of 


Rome aluminum 
wires and cables that 


save on costs 
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‘ alumionuan 





, 
Rome aluminum line mire 


ALUMINUM 


Rome Cable Corporation, Rome, New York, and Torrance, California 





ec | NOW... your Federal Pacific 
OVER-THE-COUNTER 


FEDERAL PACIFIC 


Now a simple “over-the-counter” transaction 
solves virtually all your panelboard needs. 
Even complex panelboard orders can be filled 


The unique combination of STABREAKER flex- 
ibility and prefabricated STABREAKER panel 
enclosures provides the fastest method of 


INSTANTLY... RIGHT OUT OF DISTRIB- 
UTOR’S STOCKS! And it’s all made possible 
because Federal Pacific took the universally devised! Results: no more waiting for factory- 
accepted Type AB Circuit Breakers .. . added assembled panelboards... simplified installa- 
stabs... and gave them “plug-in” flexibility. tion... big savings in time and money. 


obtaining the most flexible system of light- 
ing and power distribution panelboards ever 





Pe 


FEDERAL PACIFIC 
ELECTRIC 





REVOLUTIONARY NEW BREAKER SLASHES SPACE AND COSTS! 


It’s a big 2 for 1 story for panelboard lighting circuits 
the new single-pole “NE-S” frame STABREAKER! Gives 
twice the number of lighting circuits in the same space 
occupied by conventional single pole breakers. Only ce” 
wide! Half the former width...less than half the former 
cost... without sacrifice of AB circuit breaker quality. 


Finest Products Engineered 





Distributor offers ‘you 
PANELBOARD SERVICE with 





at = 


i HOW STABREAKER “OVER-THE- COUNTER” PANELBOARD SERVICE 
SAVES YOU TIME AND MONEY 


Sot eevee, 


_———— 








Pe 


FEDERAL PACII 
cLiectTe 





| 





i } 
TABREAKE! 


ird installa 


3. When space f 
complete de ad fr nt j 
plates included with 
Merely break off required 
and slide into place. Trin 
filler strip firmly 





STABREAKERS for AB-I Enclosures, too! 


The same plug-in 8STABREAKERS used in STABREAK ER 
Panelboards can be used for individually enclosed 
circuit breakers, too. With STABREAKER you simply 
“plug-in” all ratings from 15 through 225 amperes 
in only two NEMA-1A StAB-Inclosures. Results 
unmatched flexibility and convenience simple 
interchange of ratings... visible disconnect 
simplified instailation. 


FEDERAL PACIFIC ELECTRIC comran: 


Main Office: 50 Paris Street, Newark, N. J 





for unmatched AB 


.4FEDERAL PACIFI 


By simply adding “stabs” to Type AB molded case 
circuit breakers, Federal Pacific has created 
sTABREAKER—the greatest single advance 


in industrial circuit breaker design in years! 


Now you can plug-in any rating from 15 to 225 
amperes in only two NEMA 1-A STAB-INCLOSURES! 
One 8TAB-INCLOSURE accommodates the “NE-S” 
and “NF-S”, and the other the “NJ-S” Circuit 
Breakers! Two more enclosures,of the bolted type, 
round out the complete NEMA 1-A AB-I 

enclosed circuit breaker line. One for the NK, 

and NKL. The other for the NL 


& & With plug-in type STABREAKERS and only two 
e 7 enclosures you benefit from undreamed of flexibility, 
convenience and savings in maintenance! Just 
* look at some of the advantages you receive 
FEDERAL PACIFIC 
eLcectaic 


; 


Direct from your Fede ral Paci fie Disti ibutors’ stock 


| : 


INDIVIDUALLY PACK ‘ IN INSTALLATION IMPLE INTERCHANGING 
AGED sTABREAKERS AND The simplest installation possi OF RATINGS. Nothing is 
NEMA 1-A 8TAB-INCLOSURES Yo blind fishing for hidden easier than accommodating 
For your convenience, are sepa crew holes because breaker changes in amperage ratings 
rately packed can be stored automatically aligns itself Simply pull out STA BREAKER to 
safely until ready for use | n ‘pl igged in”’ Bolts be rey laced disconnect toad 
uugh breaker front provide ide wiring. Then plug-in the 

‘xtra holding power And ne rA BREAKER, reconnect 

ot an entire boxful of ad wires and it’s done! No 

ne side wiring t 1 ev o touch line leads if 


c f ample 


Finest Products Engineered 


FEDERAL PACIFIC 


COMPANY , 
Main Office : 50 Paris Street, Newark, N. J 


Plants ot Newark, N. j., Long island City, N. Y.; Atlanta, Ga.; Cleveland, Ohio; St. Louis 
Mo.; Dallas County, Texas; Scranton, Po; Los Angeles, Colif; San Francisco, Colif,; 
Emeryville, Colif ; Affiliated plent: Toronto, Canedo 





flexibility... 


ST/A\S3REAKER. 

















STABREAKER FOR PANELBOARDS TOO! 
VISIBLE CERTAINTY OF | 
BREAKER DISCONNECT ' 
STABREAKER with its unique ' 
feature of VISIBLE DISCON i 
NECT overcomes the relu # 
tance of safety engineers to | at 
circuit breakers. Absolute ‘ \ Hh 
safety is insured because you i 
see the break! Just pull out the 
sTA BREAKER and let it hang by 
load wires 


ELECTRIC 








Thi \ 
on will 
' sallatlo tren ih 


in yx iru 
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to all fields with 
these Sales aids that sell 
Republic “Inch-Marked” E.M.T. exclusives 


r ’ we 





Here's an eas Wa to add mo 
Story to drive home the five | iv s INCH-MARKED 
that will bring customers to you for 


Metallic Tubing is well as other « 





Order i supply of id reprints Stuffers 
merchandising aids that Re public mal 
cost to vou. Mail them to architects mtractor yurnm GUIDE -LINED 
men and other prospects both « 
hard-hitting campaign of consistent i pre: Swill softer 
up prospects help pave the way for your salesmen’s call 

You can make i hit by « illing our Ce] & § f at inl 
sentative for a supply today. He'll see that you ge ’ memes Games 
comy lete package of promotvonal materials beart . 
smprint materials that describe the important 


taves of Republi Inch-Marked iE. M.] nad } 


benefit your customers, | 


eR LECOU RITE Et | 


REPUBLIC STEEL ccm: .. 


STEEL AND TUBES DIVISION Ag my ty 


215 East 13st Street + Cleveland, Ohio “ 


Worlkls Whiley, Kinge “ye Slinlad, Steals and, Stok, -joduag 
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v Sell the Specialties 
FOR HIGHER LIGHTING PROFITS 


¥ Buy the Specialties 
FROM THE COMPLETE amplex LINE 


Consistently, amplex brings you more of the higher-priced, higher-profit 
lighting specialties than any other single lamp manufacturer. Here are 
a few representative items from the complete amplex line. 


THE IiTEM THE USES AND FEATURES 


Indoor For window and showcase lighting; indoor-outdoor color floodlighting; colorful 
C b accent lighting in restaurants and hotel lobbies 
olorbeams 75W R30 in 8 colors; 150W Par 38 in 10 colors for outdoor-indoor use; 150, 


Ea 


- a 200 and 300W R40 in 8 colors. All colors brilliant, sparkling, guaranteed 


ANN een, 


permanent 


Pure silver sealed-in reflector lining. Guaranteed permanent efficiency 


R57 
HI-BAYS ’ 


For high level industrial lighting installation. Particularly recommended for 
J 4 g y 

dusty or smoky areas 

500 and 750W rating. Pure silver, sealed-in reflector, silvered neck 


= 


Swivelites te For accent lighting in stores, restaurants, hotels, theaters, offices, churche: 


Double-ball swivel. Instant finger tip positioning 
Air flow ventilation for cooler lamp burning longer life 


“Adapt-a-Unit” construction for meeting changing lighting requirements 


f Clear, Ruby, Inside-Silvered Reflector ond Reflector Ruby; also “Hard Glass 
In ra-Reds (moisture proof) Inside-Silvered Reflector and Red Stain Reflector. Al! types 
125-500W 
Specially formed filaments and solid ceramic neck discs for maximum ¢ nergy 
utilization 
All-mechanical Amplock construction for permanent locking of glass bulb to 


base, even at tunnel temperatures 


. 
Spotlites Indoor: Spotlites for highlighting single display objects; Floodlites 
F gniig j j play | 
and display units and backgrounds. Range from R30 40W Baby Spots ar 
Floodlites to R60 5OOW Super Spots and Super Floods. Pure inside silverec 
mm Outdoor: Spotlites and Floodlites: Par 38, heat-resistant glas: 
f 
A reflector lining, 75 and 150W Hard Glas: 150-1000W 


~~ 


When you carry the amplex line, your customers can count on you as 
a sure source for all their specialized lighting requirements. They'll 

look to you then, too, to fill their general-purpose lighting needs. Of fe | en) Pp ex 
course, the bread-and-butter items as well as the high-profit special- 

ties are included in the complete amplex line 

With an amplex franchise, you also benefit from better discounts and "were ee 
a comprehensive program of advertising, merchandising and promo- Dept. EW-1056 


tional material 
Write today for information on the amplex franchise and amplex NTT Water St., Bklyn. 1, N. Y 


specialties 
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WHICH ONE 


. for the safety of you 





Sherardizing is Galvanizing at its Bes 


Sherarduct is Galvanized Conduit at its 


LNATION AL | 


National Electric Products Kgl 
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For further 
information about 
tH Busduct 
consult your nearest 
fh representative 
listed in Sweet's or 
write for Bulletin 


ae 
Automation means power. And the most efficient, 
economical and flexible method of distributing power from 


service entrance to machine is via (A Busduct, 


(A) Busduct is automation in action. It makes power 
available when and where you want it. You simply “plug in 


and go”, with (@ Busduct. 


fa) Busduct permits quick changes in plant or structural 
layout without disrupting production, eliminate temporary 
connections and long lead-ins, cuts maintenance costs and 


affords other savings by reducing power lo 


voltage drop to a minimum. Too, it is 100 perce 


(A) Busduct is approved by the Underwriters’ Laboratories, 
Inc., for label service. It is made in standard length 

and can be used to fit almost any electrical requirement. Sections 
can be run horizontal, or vertical, on floor level or 


overhead, through walls and tunnels, with raintite or dustite 


construction for special installation. 


For the maximum in efficiency, economy and flexibility of 


plant operations, install (4 Busduct, the modern system of 


power distribution. 
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— 
a "A 
- ae tif; 
as 


FEEDER BUSDUCT 


= 


a oF 


— 
4 \ 


POWERPLUGIN 
MIDGET SIZe 


POWERPLUGIN eal 
WIRE AND CABLE 
DUCT 


makers of 
panelboard . wits hboards 


Srank Adam Electric (Co. aie: ; aaa 


load centers + Quikheter 


. ba 
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CRESCENT 


ARMORED CABLE. TYPE ACT 


With Improved Features 
EASIER «© QUICKER «+ SAFER 


& PLASTIC INSULATED CONDUCTORS are clean, easy stripping, with solid 


clear colors, and minimum diameter for easier installation in boxes 


& PAPER TAPE which is tough, moisture-resistant yet easily removed, gives pro 
tection to the insulated conductors 


4 INSULATED BUSHING for protection against sharp ends of armor; furnished 
with each coil of cable 


é@ BOND STRIP UNDER ARMOR is used in all sizes. A flattened aluminum bonding 
wire in contact with the underside of each convolution of the galvanized steel 
armor assures a permanent, low resistance through armor to ground 


PREFABRICATED BREAKING LINES. At intervals of every 1'2 inches on 
CRESCENT ABC Armored Cable you will find a small cut mark. This cut mark 
shows the location of a prefabricated breaking line inside the armor 


Only a few short strokes of a hacksaw guided by the cut mark are required to 
cut through ONE outer ridge, and a bend by hand severs the armor. By actual test 
this saves 30% of the time ordinarily required. A clean separation results, with 
no sharp edge. There is no chance of injury to insulation because only one 


OUTER ridge is cut 


The prefabricated breaking lines in the armor are so made that THERE 1S NO 
REDUCTION of tensile strength, bending qualities, crushing resistance or 
electrical conductivity. This armor construction meets all requirements of Under 


writers’ Laboratories 





) CRESCENT (2 
WIRE & CABLE 
CRESCENT INSULATED WIRE & CABLE CO. 


Trenton, New Jersey 
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ICE” 


is his middle name! 


His first name may he Jor or B 
or any one ot doze n ol arne b 
Mr. Distributor—he is SERVIC] 


He is one of a dedicated ar 
Delivery Drivers who toda 

fleet of over 40 tractors and 
insure fast, dependable shi; 


fixtures right to your door 


In any weather—under a: 
he knows the importance 
makes certain deliver: 
if delayed for any rea 


you know where he 


This the Moe I 

serve distributors all 
expansion of its tru 

your desires sou need 
pledge of quality product 
and delivered to your plac 


first class condition 


TRAVELING BILLBOARDS 


% THOMAS INDUSTRIES INC. (RM Zi, 


j } 1p J ) Lig } 


Executive Offices — 410 South Third St., Louisville 2, Ky 


Canada 401 The Queensway 
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One ina series to en phasize the economy of Electrical Wholesale Distribution 





‘ls bad news Comrad Commissar — more and more Americans 
recognizing Electrical Distributor serves and saves” 


Electrical Wholesaler Distribution reduces the Manufacturer's selling cost and thereby 
reduces the selling price of electrical supply material to the user. Therefore, our policy has 


- 


been to distribute Thomas & Betts products exclusively through the Electrical Wholesaler 


LOOK FOR THIS SIG S THE MARK OF AN AUTHORIZED T& B DISTRIBUTOR 


THE THOMAS & BETTS CO. 


INCORPORATED 
20 BUTLER STREET, ELIZABETH 1, NEW JERSEY 
THOMAS & BETTS, LTD, MONTREAL, P. QO.. CANADA 
MANUFACTURERS OF FINE ELECTRICAL FITTINGS SINCE 1698 
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GRATELITE* STAYS GOOD AS NEW year in-year out... 
needs no babying... 


CEILINGS OF GUTH GRATELITE JVER-DIFF tke GIVE BETTER LIGHT LONGER 


THE EDWIN m/ == * ST. LOUIS 3, MO. 
TRUSTED name in lighting since 190 





i 
, 
} 
t? > 


Another TRIANGL! [mettipte product Job 


ee i 


HOUSTON 


Everything’s BIG in Texas — 
and now Houston has added another BIG 


$17,000,000 Building of Bank of the Southwest Opens Its Doors 


2.103.500 of TRIANGLE WIRE AND CABLE 
322.580 of TRIANGLE CONDUIT 


That's how much top-quality Triangle footage went into the building. A 

izeable order, by any standards, and delivered on time. 

lriangle Distributors are able to meet deadlines on big orders like this 

ecause Triangle’s 100% distributor policy means production is geared 
distributors’ needs, assuring them of ample stocks to meet heavy de- 

chedules and emergencies 

\nd every foot of Triangle material is top-quality because Triangle’s 

manufacturing plants are equipped with the most modern production 

machinery and laboratory facilities available... operated by men who 

know thei job 


That's why those who know, specify TRIANGLE 
MUST BE RIGHT 


Let’s take a Quick _ at TRIANGLE 





&z=® 


Large stocks 


Up to date research in redistribution centers 


The Triangle Trademark 
is your guarantee of quality 








Be Ki; 
pus DAL. 
C The Trade Mark 
of TOP Quvuolity 


7. TRIANGLE 


NEW BRUNSWICK NEW JERSEY 


Ever expanding plants 
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F abe mons, MAKE MORE WITH THE COMPLETE 


KEYSTONE QUALITY LINE | 





Cable splices made faster, last longer in toughest "prov 
| estone and Cement Company 1 ying ope y 
the cable dragged. Under « dit 

yn, Be 


Okonite Tapes reduce down-time 
for Bessemer shovels 


() 
| 


Available Through Authorized Distributors Only 


S-é 
OKONITE ESE splicing tapes 





BLACKBURN 
Ui-GStrngth - 


1000 
PRESSURE EXERTED BY 
NO 6 BLACKBURN CONNECTOR 


1s 200 225 24 o75 
TIGHTENING TORQUE 'N INCH POUNDS 

Chart shows the exceptionally high pressure 

exerted between the contact surfaces of the wires 

by a No. 6 BLACKBURN Hi-Strength Connector, at 


various torques 


Listed by Underwriters 





35 Madison $¢., $¢. Lowis 6, Mo. Phone MAin 
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HERE iS THE GREAT NEW 
ait fete) By eT Cee) ed Ss 


1.00 
to re Remar yn! 


Use R 
€mcon ON your Next ; 
SWitch >» > | 7 - 

instal]: 
Aallation T] 
- Lhen 


this ad 
appears 
in all 
electrical 


magazines 
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US. 
SL i7 los ROYAL MASTER 
ELECTRICAL CORDS 


TESTS PROVE IT! 


Here are some of the startling facts Your United States Rubber Company 
sales engineer will call on you to pr 
CONCLUSIVELY that | 

Royal Master is the finest portab 


ever made. Don't pla in 


26% greater oil resistance 
33% greater heat resistance 
38% greater tension or breaking strength 


50% greater resistance to cutting 
portable cords until you 


facts about U.S. Laytex Ro 
Get in touch with us at | tf 
and Cabl Dept United Stat 


58% greater abrasion resistance 
118% greater resistance to tearing 
197% greater impact strength 


488% greater flexibility , R ) 
ompany ockeleller ( 


than the average of molded cords of other York 20, N. Y., if one of « 


makes neers hasn't already visited 


Electrical Wire & Cable Department 


United States Rubber 
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THE BIG NEWS i 


ne Hall 
breaker it 
‘ON coreu 


itietitiition 


CDpver ition 
snnapole miu 


oN on 


if i's NEW. 


lhe 

w boleets 

it 

il an 

ol th 
ifs 


 1F 17'S DIFFERENT... 


New Two-Pole 
“Common Trip”’ 


Duo-Guard Pushmatics 


Due (;uard protect on each Common 
jist as at ts Pushmatics your 


of automatic, two etion in any circuit 


hugh with 
vrite BullDeo 


rom. BULLDOG 


ELECTRIC PRODUCTS COMPANY 
f 1.T-& Ci t Breake 


nto 15, Ont. 
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Now you can make 

your full profit on 
“in-warranty replacements” 
of Sola Fluorescent ballasts 


No Sola ballast stock needed! 


Revolutionary new Sola Ballast Service Plan 
enables you to: 


Replace any in-warranty detective Sola hatlast 
equivalent Sola ballast i lent 
ballast, and 
your FULL CONTRACTOR'S RESALE PROFTI 
’ nd mple tern 


21 any SOLA ballast 1 ced under the 











Just what is the new 


Sola Ballast Service Plan? 


It is a revolutionary new plan which makes it possible for electrical 
contractors to get immediate replacement of any in-warranty defective 
Sola ballast, anywhere in the United State 


Any qualified electrical wholesaler who stocks certified CBM ballast 
for over-the-counter sale can make the replacement. Wholesalers do NO'] 
have to stock Sola ballasts to participate in the progran hut can make 


replacements with any equivalent certified CBM ballast 


Participating electrical wholesalers will be designated as Sola Ballast 
Service Centers and will receive their original cost on replacements made 
plus their full contractor's resale profit from Sola Electric Co. This appli 
to any Sola ballasts replaced under the terms of the plan, regardl of 
the make of the certified CBM replacement 


Who benefits by the new Sola Ballast Service Pian? 


The 





The Electrical Wholesaler benefits because he recovers not only 
his cost but realizes his full contractor's resale profit on any in-warranty 
defective Sola ballast he replaces. He does not require any additional 


hallast stock. It i real service to his customer it a profit to him 


The Electrical Contractor benefits because he receives an im 
mediate, free replacement for any in-warranty defective Sola ballast 
from his local wholesaler. The contractor keeps his customer happy 


with his service 


The User benefits because there ibsolutely no delay n getting a 
new ballast to return his fixture to top working order, anywhere in the 
United State 


The Fixture Manutacturer benefits because he issured that the 
ultimate user regardless of location, will get quick atistactory service 
in restoring his fixture to perfect operating order in those rare instance 


when a Sola ballast fail 


Quality Standard of Sola Ballasts 


he Sola Ballast Service Plan is made possible because Sola ballast 
have an exceedingly low failure ratio. La than 14, 100-of-] f all Sola 
ballasts fail in warranty and less than 9, 100-of-! of Sola Rapid Start 
ballasts fail in warranty, according to carefully maintained records. Thi 
unusually low failure ratio is due to Sola’s exceptionally high standard 


of quality in engineering and manufacturing 











Here's how the Sola Ballast Service Pian 


3. The contractor signs a receipt 
and the wholesaler immediately 
gives him the equivalent certified 
CBM replacement unit from 
stock The electrical wholesaler 
forwards a copy of the receipt with 
his invoice to Sola Electric Co 
Sola credits him with his cost plus 
his full contractor's resale profit 
for the ballast replacement, just as 
if the replacement ballast transac 
tion was a sale to the electrical con 
tractor. The wholesaler holds the 
defec tive ballast 












































Offer this free service to your customers... 


Act NOW to tie-in with the Sola Ballast Service Pian. You get 
free listings in Sola national advertising directed to 
electrical contractors; other free sales promotion aids 








If you are a qualified electrical wholesaler stocking certified CBM 
hallast for over-the-counter ale just fill in the coupo! t the bottom 
of thi page ittach it to your letterhead and send it to Sola Electric Co 
hat all thers to it' There ibsolutely no obligation on our part 
to Du one ingle Sola ballast. KB participat ng nm the i gram you will 
be providing an added service to your customer ind w realize your 
full resale profit on any Sola ballast replaced under the p 

A oon a We receive Your coupon You ompany na e will be in 
cluded among those to be li ted FREE as Sola Ballast Service Center 
in national advertisement ind mailings to electrical contractor In 
1ddition, you w receive a tres imple packet of advertising and promo 
tion material ivailable in quantity to hely 1 sell more ballast 





Your sample packet will include 
these FREE promotional aids: 


7” j detatle d explanation | the 8SOLa Ba [ / 


eo 1 cro inde chart ¢ sola batliast ind ; ( } {CBM 


equil alent 


@ A door and r windo emblem and 
identi mpan Sola Ba { 
@ A sample of the free letterhead sticke 
a Sola Ballast Service Center 
— Printed prool r ad mat I i f 
1dvertising program 
oS j uv } ree er j fir 
fit ; ; ri r ; 
* in ord ; ( 7 ; ‘ 
let } 


—— Se ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee eee we wr ew eee ee 


(Attach coupon to your letterhead) 


TO: SOLA ELECTRIC co. 
4633 West 16th St., Chicaga 6O, Iii. 


As an electrical wholesaler who stocks certified CBM ballasts for over-the 
counter sale, I want my company to be listed free in Sola’s national advertise 
ments and mailings as a Sola Ballast Service Center. I realize there is abso- 
lutely no cost or obligation of any kind in accepting this free offer. Please send 


r 
' 
' 
' 
' 
‘ 
' 
' 
! 

IMPORTANT Mail the oupon ' 

' 
' 
' ' complete information and free sample kit of advertising and promotion 
' 
' 
' 
i 
' 
' 
' 
' 
' 
' 
' 
' 
' 
' 
' 
' 
' 
' 
' 
' 


NOW Your company narne ind 


iddre will be listed fre n Sola 


national advertisement ind mail 
materials to 
ings to your electrical contractor " 


1 Sola Ballast Service Center 


SOLA wns 


4633 W. 16th &Bt., Chicago 6O, III 


My name 





Company 


Addresa 





City Zone State 









Bishop 2-414 


Brands of Ballasts stocked — 









Striking New Building 
fora Twin City [ae 





Insurance Society 


ddition to the growing Minneapoli 


‘ 
Late 


Min: HDusmes 
of the Lutheran Brotherhood 


the beautiful new home 


a fraternal 


center 1s 


othes 
life insurance society. ‘This modern building 
ty ts a number of unusual feature including a 
nique sunken garden and terrace, exterior 
valls of blue-green porcelain-enamel steel and 
640 windows of double-pane plate gla 
is an 


One of the requirements for this building w 
electrical tem of the highest quality. That's 
ny Phelp Dodge 


A 


building wire and paper 


talled exclu ively, 


| ited power! ( ible were in 


(On every wiring iob where top-quality materials, 
workmanship and experienced ‘know-how 
fore on Phe p Dodge and 


/ 


ed for f pa 


hy, p Dodge di 


tributor 





SALES OFFICES: « . P —_ 

, o ieaeee . : mi “ 
A e- ia - reer vw * tiew ~ 1 re 
8 - eile . . 0 
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The 
electrical trade’s 
BIG-VALUE, LOW-COST 


fan line... 


vicron CLIMAX 


with features of the highest-priced fans, low-priced for the budget 


af 





VENTILATING 
FANS 





.. the electrical trade’s 


exclu S71 brand 


at , 
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home, you can put a CLIMAX fan in every home... at every price level! 


row f 


. [rernsns. 


a¢ e f VICTOR 


2 f 





= ' yupisiasiea 
ge 
j ' 

The “engineered” ventilating fan line w e budget ¢ ’ " by 
8” and | ng and automatic wall r Jels. Pull wall For ‘rec’ s, kitcher $3 ft tect 
switch, white or chrome grille | +t j j fir 

} ny let 

. tor ¢ 


VICTOR VENTILATOR DIVISION 


THE PHILIP MFG c MPANY 
ee 


MIDDLETOWN, OnIO 
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Blackhawk Industries’ SNAP STRAP 


..the original snap-on clamp... 
snaps tighter <<a holds its grip 
easier to sell because it’s easier to use 


Why it’s better... 


The B-I SNAP $ rb apes | has the “hold 
bump” at the ope id « f the » bi 
rips “re tyro ike an 
' Ribbed 
: ric 








IVIGCS 
support of the iduit 


Quick astallations 
more Jobs, more e sales 


Faster alla mean more profit for 
ind for you a 


st« 
B $a i. rw wk .* oe ies’ SNAP STRAP 
means faster inst il itions 


ung, annoyance 
the SNAP STRAP 
bap SNAP neva! 


taper zinc plated ; ft — ition 
Ma de wide 


speci B B. | when you - ant 


Electrical Wholesalers 


dg Write for 
lackhawk FREE catalog 
z Jagustries se 
ya 





| ae are only a few of the many 
operations involved in making all 


types of Circle top-quality building 
wire and cable. Add to this the cen- 
stant testing and checking at every 
step along the way —and it can be 
seen that making wire is not as 
simple as it may seem 

One thing, however, is certain at 
Circle: whatever the product er 
processing method involved, there 
is never any relaxing of the rigid 
quality control necessary for pre- 
ducing the finest possible wire and 
cable. Circle Wire & Cable Cerp., 
5500 Maspeth Ave., Maspeth, L. I, 
N.Y 


WIRE & CABLE 


| 
Cerro de Pasco 


Corporation 


SALES OFFICES & WAREHOUSES , 
Mw MM 


ADDITIONAL SALES € 


AMER 








TRADE -W1ND 


This is the new Trade-Wind Ventilating Hood that has captured the 
market. The Salem is finished in rich antique copper to match the latest 
ranges and is made of Trade-Wind's exclusive Duometl, a lamir 
solid copper and steel for beauty and permanence. The hood 
five standard lengths. It can b jsed with any of the 3 px 


Ventilators illustrated below 


MOST COMPLETE LINE OF HOODS AND VENTILATORS 


7755 PARAMOUNT BLVD., DEPT EW RIVERA, CALIFORNIA 
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HEINEMANN 


unaffected by temperature. A 20 
ampere rating means 20 amperes 
of safe, usable capacity. There is 
no de-rating of Heinemann Cir 
cuit Breakers 


rn AA 
IN\ [ [ TIMI 


prevents nuisance power inter 
ruptions permits starting in 
rush and harmless, temporary 
oa overloads. Gives maximum pro 


tection without inconvenience 











| y 


| 6 
VJ ms 
LD * : 


INFORMATIVE BOOKLET: ‘‘What You Should Know 


About Circuit Breakers’’...Send for your free copy varies time delay, not the rating or 


instantaneous trip point, to allow 
more time to make cold starts or 
to shorten delay under dangerous 


heat conditions 
HEINEMANN ELECTRIC COMPANY 
weil beeikia  renron 
TRENTON 2, NWN. J 
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SCORES OF APPLIANCES 


How long before you say, 100-Amp. service is obsolete ?” 


Sell to Utilities ! 


ask THe man rrom AANACONDA 


For SILVALINE service ENTRANCE CABLE 





carefully threaded 


NIPPLES 


assure weatherproof joints 


Your custome! 
approved 
LU MBI 


leal assure 


Condu 
S nipple 
tight 


and Corrosion-prool ¢ 


| 


tions. engineered to th 


ondau 


est standard ( 
COLUMBI 
threaded tor « 


, 
recision 


mooth, eas’ 


S nipple 
carefully 
alignment 
mean 
Rigid 


tant 


ing 
Ing Inspection a 
con 
Conduit of COLI 


are hot-dipped 


MBI 


ple ral 


SIZE . close to ; , t) 


packages Larger sizes 2! 


Corre 


tart 


uniform qual 


| 


chamlet 


/ 


iy? 


Al] 


Lore 


anized and lacquered 


In protective, ea I< 


ill ible ll 


Toh 


plus this extra service 


SOLD ONLY THROUGH 
RECOGNIZED WHOLESALERS 


CONDUIT PIPE PRODUCTS CO., 


PIPE COUPLINGS PIPE NIPPLES 
RUNNING THREAD GOOSENEC 


* ” 
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label when buying elbows 
and nipples. 


Look for the U. L. 


, OHIO 


ELBOWS, RIGID & E.M.T. 
KS WALL PLATES 





G-E Fluorescent Lamp Facts: 





99 out of 100 General Electric fluorescent lamps deliver 
a full year of uniform light in single shift plants 


———— 


DOLLARS 





j) MORE FOR ALL YOUR LIGHTING 


INSTALL 100 GENERAL ELECTRIC - WATT 
FLUORESCENT LAMPS in 3 


CONSISTENT ADVERTISING OF FACTS 
LIKE THIS MAKES YOUR SELLING 
JOB EASIER, MORE PROFITABLE 


General Llectric ha 


advertised the m¢ 


t lamps 
| Electric fluorescen 
pane "and they do! 


“should live sO long... lamy S-—and thi 


customers pet tre 


ent Drand | 
This fall, suct 


Newswee} 


o Pe se , Wall Street 
agree ts Cor Mat hnparten tote 


d la full 1 
GENERAL @® ELECTRIC isplay full 


shown at | 











G-E'S VALUE STORY IS ON THE PAGES 
OF LEADING NATIONAL PUBLICATIONS 


GET YOUR 
25-YEAR CALENDAR 
TO DRAMATIZE UNIFORM 
LIFE OF G-E LAMPS 


ET JO eer AL 


= ene Oo 


a /s Our Most Ktitdiaah Product 


He ne al 
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Cee how J-M DUTCH BRAND telle and sells 
your Customers in your Prime Markets 


up with 


ecTRiIcat TA 


Pes 


he right tape em 


~ Cnet © on send, # 


any 
opy of this 


Geta 4 with elect 


. he 
che parunent comert 


Your customers are being introduced to a new, fact-packed sales booklet 
on Johns-Manville Dutch Brand's “BIG FOUR” electrical tapes 
through this ad, which is appearing in leading trade publications. This sales 
booklet is loaded with product information, ideas and applications. It 
dramatically illustrates the quality, features and versatility of Dutch Brand 
tapes. You'll find this booklet a valuable aid in clinching sales. 
Now’s the time to get behind the BIG PUSH for the “BIG FOUR” 
if you do not have your copy, send for it now! 
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changed the 


“smoke filled room’ 


nd HONE YLITI 
When the 1 


/ f 7 ‘ 

HONEYLITI 

HONEYLITI 
() 


@ The 


' @ HONEYLITE’ 


{/ 


dieitaataiie SYLITE 


Alum 


f HEXCEL PRODUCTS INC 
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# Announcing 


ii 


New, Super 


Tuist-locee ee 


SERIES 30 


Featuring 
PRESSURE-GRIP 


(Dh id 


ye 5 
‘i 








REVOLUTIONARY... NEW... SLUIPE-R 


SERIES 3000 


arora 


FEATURING 
Screwless PRESSURE: GRIP T Terminals with Dead Front 


Now Available In All Three Sizes 


2-wiRE 7”) *""" 3-WIRE 250 v0 





buts Wiring Time ” 











withstands tumbling barrel 


Vm. 
torture test! a 


Harvey Hubbell, . —— 


Bridgeport 2, Connecticut 
toawend and Warehouse Locations Assure Nationwide - Availability Fiectrieel Distributor’s 


State ond | Bo twick Ss "37 South Sengemen St 103 North Santa Fe Ave 675 Hudson Ave 111! Oregon S Showroom 
Br: dgep 2, Cor Cheege mu Los Angeles 13, Calif Sen Francisco, Calif Delles 7, Te 





coe Gets 
Wiring Time 


1/31 


j = 


: i 





g|\— | Cat. No. 





> Harvey Hubbell, nc 


a 


Main Office and Factery BRIDGEPORT, CONN. 
Factory and Warehouse Locations Assure Nationwide Stock Availability 





TIMES and TRENDS 
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JEFFERSON 


Pawan Circuit 


TRANSFORMERS 


i 
complete line ol uperior q 
tran 


from 5O \ 
Primary 


formers 
600 Volt 


lt Primary 
| K\ 
il] 


\ thro 


Y 1/240 Secon 


y 


\ through 50 KVA 
incorporate C] , 


iss | 
lity 


bay 


formers 
ns 


F nd finest 
grain-oriented silico) laminations 
nall size allows better 
tory or in lorage New 
ier handling, easier inst 


for 15 KVA 


perm inent 


cKet 


ind 
, fe 
I 


\uxil 


bhigil 


alte 


equipment 


include 
otft-on 


switche 


breaker 
cept icles 


Ihe leading distributors 
equate stloc¢ ks to quick] 
ish their names upon req 





Jefferson Electric Company 


BELLWOOD. PLLINOTS 
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An ad exec catching the 8:02 to Grand Central? 
No, wholesaler’s salesman Joe Troughton making his daily calls 


Selling Big-Time Contractors 


By Robert S. Bush 


LROLGHITON 


I 
I 
Io see just how Troughton uses his six 
point program in selling the big-time con 
tractors, turn the page 
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Selling Big-Time Contractors (cont. 


What Goes Into Troughton's Program 


——= 


i 


[* 1. He has small number of big customers 





much time taking off from blueprints 





— 3. He works closely with firm's technical experts 


fit : 
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6. Then, he submits his quotation 
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SPOTLIGHTING YOUR MARKETS No. 18 in a series 


Brings you up-to date on what you can sell to 





The Petroleum Market 


More cars and jets contribute to the ever-increasing growth of the pe 
troleum industry. Refineries are the basic unit. 


Motors, controls, explosion-proof—big items for the industry, rang- 
ing from wells to pipelines and service stations. 


Big buying often depends on the home office. For daily supplies sales, 


see the p.a. or maintenance department. 


Refineries use bulk 
of industry's power 


tHE OL INDUSTRY 


Big problem: direct ' 


sales to refineries 
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i 
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ELECTRONIC 


October 


NEXT MONTH: 
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Big refinery uses 
10,000-plus motors 


Hazardous plants 
—'by definition’ 


Add electronics, 
lighting, signals 


The Food-Canning Industry 








Distributor Christie, builder Zepkin and the first of 1,000 Stoneybrook electric homes. 


HOW CENTRALITE SUPPLY IS... 


Selling Electric Living In a 


} 


e “blectrical Advisers 
Jeph ( 


By George D. Farley 


e 150-amp Service 


Long Row < | 


e the Big Job— | 


‘ 
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Every Stoneybrook home (price 
range: $13,600-$50,000) has: 
Bathroom Heaters 

Multi-Outlet Strip Molding 
Triplex Receptacles and Plates 
Built-In Mixer 

Low Voltage Relay Switches 
Central Air Conditioning 
Electronic Heating, Cooling Control 
Built-In Music, Intercom System 
Dimming Equipment 

Fire Alarm System 

Recessed Chime (8 notes 
Electronic Eye Yard Light 

Yard Lights 

Spot Flood Lights (outside 
Ventilating Fans 

Push Button Exhaust Hood 
Electric Cook Top 

Built-In Oven 

Kitchen Lighting (recessed 
Recess Spots in Kitchen 

Surface Mounted Fixtures 
Recess Fixtures in House other 
than kitchen 

Outside Bracket Lights 


Big Way 


| 
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HERE'S WHAT'S OUTSIDE: 


ELECTRONIC EYE YARD LICHT 


YARD LICHTS 


To see what's inside 


homes, 


furn 


page 





Selling Electric Living in a Big Way (cont. 


Some Electric Living Features Sold 


In the Service Area... 


200-AMP SERVICE ( ' CIRCUIT BREAKER 


In the Playroom Section .. . 


FIVE FEATURES ‘ t MUSIC-INTERCOM SYSTEM 
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By Centralite 


In the Living Area... 


oe 


ELECTRIC KITCHEN MODERN LIGHTING 


In the Bathroom . 


FIRE ALARM SYSTEM 


MULTI-OUTLET STRIP MOLDING 


WALL ELECTRIC HEAT 
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Are YOU Ready for Disaster? 


It could happen to YOU, as Poll and Farrell-Argast discovered Fe 

one, it was fire. For the other, escaping steam, with inadequate insuranc: 
coverage. Here are reports on how these firms faced up to disaster—and 
on what they learned that might help YOU. This EW report adds another 


dimension to last year's "Flood, Mud and Your Business’ (Oct. '55, p. 67 


which showed how distributors dealt with Hurricane Diane 


1. “We Came Out OK .. 


but we can’t say we were ready for the fire Phat= how the thre 
partners in H. Poll Electrie Co. describe the S130.000 blaze that steack thei 


Doledo plant last December. Three feet of water in the basement. Debri 


everywhere. Records destroved. But the pruetone rs didnt give a thought to 
quilting. With the help of employees. manufacturer and customers. thes 
snapped back. Two days’ service was lost but no business. kor how thes 


did it and what they learned. Tiarnn pouigee 





2. “We Learned Our Lesson 


but we learned it the hard way ‘ plains Diek MeNanmiara. assistant 
treasurer of Farrell-Argast Eleetrie Co.. Indianapoli He says that iff steam 
from a broken gasket in a basement pipe bado't been discovered by Mir» 
Mary Manley. a bookkeeper. most of the stock would have been a complet 


loss. About S100 worth of motor control equipment was damaged. but in 





surance didn’t cover the loss. For their ideas of how to be covered by such 
damage. see page 69. 

« WATER 
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Are YOU Ready for Disaster? (cont. 


4 How Did Poll Electric 


a 


] 


By Durward Humes 


letely out 
Ihe day 


ve al ( | fi li IN REMODELLED OFFICE 
upper 1 f } t i l ! 
540) O00) I 
December 
the tempe 
inp Poll 
ind Rich 
in ratetu 


December 17: 


The Fire Itself 
Rich and Lon P 
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React To This Disaster Headline? 


The Next Days 


From Worthless Junk... To Salvageable Supplies 











THIRD-FLOOR FIRST-FLOOR 
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fre YOU Ready for Disaster? (cont.) 


THIS SAFE 


; 


Learned 


V l 





What Poll Electric's Suppliers Did 


Help from manufacturers’ representatives and made a survey of which items would need to be 


their plants was, to Poll Electric's partners, a big 


factor in the firm's quick comeback after the 
$130,000 blaze last vear. 

What did they do? Here's what one out-of-town 
representative says: “I was in Toledo within three 
days after learning of the fire. I took what mate- 
I could. . bor 
third floor 


and wasn't damaged. I entered a restocking order 


rial, literature, bulletins, et« 


tunately, most of our stock was on the 


for parts kept on the first floor and had them 
1 also helped in the 
loledo » 


fire, we 


expedited by phon 
as much as I could while in 


“On Saturday after the 


office there 


Says another 


replaced. We then sat down with Rich Poll and 
stock 
warded these orders and contacted the order super- 
Back at Poll 
blectric, we helped on the physical separation of 


made up a order. Concurrently, we for- 


visors so as to expedite them. 


good and damaged material, arranging this equip 
ment in the temporary quarters.” 

This sort of response held down the line among 
Poll Electric's suppliers. Adds another rep: “It was 
Poll Electric during § this 
and didn't suffer a 
bit. This is quite a testimony to the 


business as usual’ for 


period. Their business, ours, 


lovalty of 


their customers.’ 
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This defective steam pipe caused $400 


damage before trouble was discovered. 
When it comes to insurance, Dick Mc 
Namara (right) and Patrick Patterson 


agree with management that . 


It Pays to Read the Fine Print 


1) 


e take Precautions 
| 


e lime Lost 


e Contents Not Read 
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ABC's of Selling—-NO. 4 IN A SERIES 

















“it's a matter of balancing selling time and territory mileage.” 


You Can't Spread Too Thin 


After a month of selling trial-and-error, tyro salesman Junior Stevens gets some 
sound advice from his sales manager on how to cover a maximum of territory in 


a minimum of time to score effectively, sales-wise. 


By Winston N. Coburn 


| 
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Make Phone Selling Tool 


Capitalize on Interruptions 


Balance Time and Miles 


COMING NEXT: 


tieing in with the 
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GUESTS AT OPEN HOUSE 


H 
e Was Warehouse 


SHOWROOM MANACER ' 
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OUTDOOR FIXTURES t 1 DINING AND BEDROOM 


Been Added at Gesco, Yonkers 


A new ingredient to existing facilities has been included at Gesco's branch 


a lighting showroom designed to round out one-stop services for contractors 
9 9 3 p 


e Round Out Picture 


e Adequate Stock 
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About the Author 


srittitr tarted 





ag 


Griffith: “Our business depends on customers” 


President William S. Griffith of Griffith Electric Supply Co., 
Trenton, N. J., has found that it takes much more than merely 
filling a customer's order to sell successfuly. Here, he tells 


you about his 


Nine Steps to Business Success 


By William S. Griffith 


1. It's important to have a close family relationship 
in the organization. |: lepartment and 


im important | 


You can't sell goods if you 
wlant thu 


mest Type 


“Cooperation is essential” 
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6. Pricing is important in making or breaking a dis 
tributor. A 


7. Ofhice personnel play an important part in promot 


ing better selling. | 


%. Our business depends on our cust 


iH 


9 A distributor must remember h civic responsi 
3. Suppliers and their salesmen are important to th 
. bilities, above all. H 
distributor who is interested in better selling. A 


mi 
} 


I} pn i! aa I ad 


4. The training of salesmen and countermen is very 
important, | { 


\ I | 


5. Ample building space for warehouse area is essential 


to serve the customer properly. |: 


r 


“If you do good, you receive good 
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Inventory Records: Hein Cuts Down... 


1. SHORTS t ' t 2. PHYSICAL CHECKS 


It's the Best System for 


| 
e Other Ideas + 


H 


e bkasy§ Entry 


oolprool Pt 
e Partial Perpetual Kol 


b 
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—— 


AANA AL 


3 WANT LIST 


. ’ »+. SAYS Sidney Kohlenberg, president of Milwaukee's 
O S Hein Electric Supply. Best example: an effective 
Ur iIZe mixture of purchase records and perpetual inventory. 


From penciled data... ... to painted trucks 


ACCOUNT NOTATIONS 


COLORFUL DESICN 
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THE SALESMAN’S TECHNICAL NOTES No. 34 


K 





CELLULAR METAL FLOORS afford SIGNAL 
raceways for all +ypes of WITING SYS - PANEL 
tems. Cormplete electrical and 11€ch- 
anical sblation of each system [Lf 7 

(S$ assdred, since yunction umrs oN ee 
of each header permit access ro > Cnet. 
cel/s of only ts Owl? Sy stern. 7 


LIGHT AND 
POWER PANEL 


Ourlersare provided by fapping 
ce// at any Spor wires are 
piled (n VAIOUGA Peader 


Zo panes. 
OUTLET Q 
SS ~o 
JUNCTION SS - 


UNIT a, 


CONDUCTOR AREA 7» ceMular 
metal tioot Cells anda uUnder- 
floor Aucts nay fota/ 0 
fVI0re FIIA7? €O Yo of SHE 
(aCOW AY CrOSS- SOCCrTOW 
aSCa. 


JUNCTION 


(~) 
Box 
% > WIREWAYS may bernstatled 


singly or (n banks; cover 
OUTLET NAY OC LOST Yroned Te ope 
, 40 BVOC At eCIIO? Fo Sul fes7- 
stalldtror?, KrIockours are 
usually Movided al regular 
winter vals or FCC SIAeS. 


ay onduc tors ‘~ wnrevays 

: , nay have a area 
UNDERFLOOR RACEWAY of 70? more thath 20% 
ss installed beneath rioor orf WwireWway Cross- 
SUTTACE USIFIP Or16 Two, or Secrvvor7 A7er 
Yaree Aucrls.° Sore $Y STCr1s 
(nCOr poralTe 7Aps alr regular 
“ater vals £00 CorwIecrvl77g Cur- 
hers; others ase flare Aacr 
wich thHag be ap eg ar any 
desired shef~owr We @idtor 
Special Loos. 


Undertioor systems find extensive ase +7 large 
office areas where Wal] outlets are rI0oV Lracrica/ 
and where desks and ar¥icernachines are ra0oved of¥err. 
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Pinpoints the Information You Need on 





Raceways—IV 


By J. F. McPartland Multi-Outlet Assembly 
and W. J. Novak Underfloor raceways are prohibited M 


by the code 


| . MODERN 


Underfloor Raceways 
{ f] , It may not be 


used 
Cellular Floor Raceway 


Wireways 


they may not be used 


Next Month: Wiring Devices 
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You profit when people read 
“Skimpy Wiring’ ads like this... 


Kennecott’s national campaign for better 
home wiring with copper 4e/ps your 
contractors to get more rewiring jobs, your 


dealers to make more sales. 


Use this FREE material for your 
own better wiring promotions. 


Send today tor tree reprints and poster sized 
blow ups ol Kennecott’s latest full-page national 
advertisements featuring ‘Skimpy Wiring.” Get 
tree copies of the educational booklet, The 
\BC of Home Wiring.” Ask tor complimentary 
Home Wiring Wall Chart, mat service folde: 
and list of at-cost prices of all material avail- 
able. No cost, no obligation ! Just write to 
Kennecott Copper Corporation, Dept.W H 106 
161 last j nd St., New York i7, N.Y. 


The Best Wiring 1s Copper! 
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This ad appears in: 
This Week and Chicago 
vndoey 


es 


glk 


ae 


I 


Le 
HO LPOWELR 


em. la 


ny ore ical ntract ~ ror 


[] Kennecott Copper Corporation 


Fabricatis Subsidiaries. Chase Brass & Copper ( ° 
é Vi 
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to geta 


NEW LEASE ON LIGHT 


Why be satished to coast along selling the same old lamps 
1 PAYS 


wr ! oN LAMPS | as everyone else when you can put new life in volume and 


' ; 
o sttt CHAMP profits by selling Champions? For Champion Lamps are sold 
pr 1e 


distributio 


roft 
yme and F feild PP fresh crack at new accounts — they keep repeat business 
ol , | 


’ 
Close, P* 


only by selected suppliers like yourself. They give you a 


trolled 


achnical se" | flowing back to you, not to the next competitive lamp sales 


3, Valuable ' 
* semen retatior rome sanere man who happens along 


\it 
4, 10P quay 


ade on 
5. ™ ont every way. Write for full information 
wie P 


CHAMPION LAMP WORKS 


YNN, MASSACHUSETT: 
A DIVISION OF CONSOLIDATED ELECTRIC LAMP COMPANY 


Choose Champion to better your business in lamps in 
I I 
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G6) Instruments for Productive Maintenance 


G-E Hook-on Volt-ammeter 
Avoids Reading Errors; 
Shows One Scale at a Time 


EASY TO USE, General Electr 


WIDE RANGES 
‘ }e 


T yp AK.-4 yas 
icK nad tage " LK 
DISTRIBUTORS find that 


DISTRIBUTORS—-FOR FURTHER INFORMATION 


GENERAL @@ ELECTRIC 








Streamline inlet gives higher efficiency, 
quieter operation 


| i l onl Conic ol Wianly CMYVInecriin ind design iT PAYS TO STANDARDIZE ON 
features which make American Blower Ventura THE AMERICAN BLOWER LINE! 


ban 1 popular choice tor all types of commercial is Waiitaias Dias 


mid iicdustrial applications trom cateterias and ial ventilat 


| ] 
laundries to sales rooms and LP CLIOUSE Certified rat 


Ventura ban operate quiet i they 


@ Utility Sets |« 


way stale am or ture we certified rath certified: self-ce 


come im a wide ran ) es and model T inne tye 


l \Vrnern ili Blo r ‘ com slete linve olnp e 

. tp | @ Aeropel Home Ventilators 
peller han Ss Wel a, rs atte Hans ithroom recreation ana i 
home ventilators ood reason why it AYS cl 


lardize on American Blower 


e Attic Fans [vo 


Why not call our nearest branch today for full ipartment 


information 


> 


AMERICAN e— BLOWER 


Division of Amenmican Standard 
AMERICAN BLOWER CORPORATION, DETROIT 32, MICHIGAN e¢ CANADIAN SIROCCO COMPANY, LTD., WINDSOR, ONTARIO 
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AT LAST! An excuse 
to tell 
our favorite story! 





aa 
% 
v= 
=: 
bh» < 
d% = 
> 
@ - 
- F 
0 
~~ - 
v 
6 - 











A brief summary 
of Tiger Brand 
Electrical Wire & Cable 





l'iper Brand ¢ hile f 


i 4 WIRE Divisio 


USS Tiger Brand Electrical Wire & Cable 





NEWS FOR THE INDUSTRY 
Credit Shortage Pinches 


@ Federal Reserve Board puts squeeze on credit, ° Credit. Tight 
seeks to control inflationary pressures. 





@ Business demands more loans for normal needs, 
plus new plant and equipment expansion. 


gees POLICY | 





CAP'N” JACK BAER RETIRES 
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THE MARKET 
FOR THIS 


CONTROL 
TRANSFORMER 


GETS BIGGER 
EVERY DAY 


forming 
blectrn 


replacing () 


ment ot 
and witch 


Operation 


This means a market 
control and new con 


transformer 
With che 
Pool Cor 


Acme line of Machine 
trol transformer 
ip} lication 
a mioimum of stock 

nal taps on the primar 
for 575/460/2450 volt 
cycles econdar 
Available trom stock tr 
O VA t 


ties from 


You can sell thes 
with the confidence 


(rar 
that 
loing your customer atavor I hve 
regula 


unusuall high voltage 


tion low voltage dro during 
inductance of control compo 
nent i uf u 


of these unit 


Write tor 
and MI¢ 


Bulletin MIC-194B 











ACME ELECTRIC CORPORATION 
67\4 WATER STREET CUBA, NEW YORK 


CHUCKLE OF THE 


MONTH 




















it finally happened! Everybody brought in returns the same time today! 


CREDIT SHORTAGE (Cont.) 
{it 
deral Reserve 
ped with blun 
rifle And 
i blunderbu 
innocent I 
is the 
ome ce 
onstruction 
'y housing start 
runnin 
than it 


ind om 


tha in th inne 
e Sound Policy 
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NEW MIDGET 
30 AMPERE A-C 
SAFETY SWITCH 


The Smallest, Finest Safety Switch for 1001 uses 


The new ¢ tler-Hammer 41 oe ifety sw 
s perfect for 
onditioners 
matic washe 
Engineered for 


size and longer | fe 


Electricians everywhere are saying, ‘The new C-H 
4151 is IT. There is nothing like it on the market." 
You'll say so too...for three big reasons. It in- 
stalis easier. It works better. It lasts longer 
Check these features 


ming action of the toggle operator A non-current 
carrying Compression asapring nap-clom the con 
tacts when flipping the toggle to the ‘on’ position 
This spring can’t heat and lose its tension; there 
fore, always insures constant and uniform contact 
talls easier nT trength phenolic molded pressure 
nit base can be ily ren ved and replaced by Last longer Top performances it low cost is 
crews for 3-point mountin the enclo ' due to the 4151 being engineered for A-c service 
case and wire pulling freedom. All ‘‘easy-tite exclusively. Face-to-face closing of butt type con 
minals are out-front eliminating kinned knuckles tacts receive only a fraction of the wear common 
and wire “pretzel’’ bending Kasy-tite terminal! to other general use safety switches Double break 
make wiring as simple as one, two, threes Insert contacts halve the arc voltage and further increase 
wire in hole provided. 2. Pull down to rew ter the contact life. Solid silver contacts are known 
minal. 3. Tighten to have superior life to either copper or bronze. A 
Works better — Solid silver double break butt type Cutler-Hammer ‘'first.’’ A Cutler-Hammer exclusive 
contacts have long been il rd equipment on Order the C-H 4151 midget Safety Switch from 
quality motor control, and now Cutler-Hammer your authorized Cutler-Hammer Distributor today 
exclusive A-c design incorporats all these feature CUTLER-HAMMER, Ine l i st Paul Ave 
in the midget 4151 safety switch. Positive break of Milwaukee 1, Wis 


the butt type contacts is accomplished by the cam 





SAFETY SWITCHES = 


oa sl 
4151-H241 3 Amp. 2 wire 4151-H201 3 Amp. 2 Pole 4151-H41 HW Amp. 3 wire 
S/N: 1 Fuse 120 Volt 2 Fuses 120/240 Volts S/N: 2 Fuses 120/240 
A-c. Dimensions: 2% A-c. Dimensions: 4° s Volts A-c. Dimensions 
5A" «2% List: $4.20 5A°12% List: $5.20 4° 25%" 22". List: $5.50 
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WHAT'S HAPPENING IN WASHINGTON 


@ Housing Credit Eased A: 


@ Military Rentals 
Rent H 


trati 


@ SPA Rates < 
Powe! Admu (ratiot 


I 


f rt 


@ Fast Writeoffs 


M 
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CAROL CABLE COMPANY 


Division of the Cr ee ee ee ee 


Serving Industry for more than 30 years 
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BUSINESS INDEX for July 1956’ 





NATIONAL PICTURE: 


oh “1947-49*100% ni £4 i ie te ae bere A tn hate dana ba BP 
= | 1956-2 
200 ; 200 
160 ; | 180 
i60 Inventories i i60 
eae ‘ a » - 
140 ‘ 140 
120 120 











: = 100 — 
60 ; 60 


60 60 


’ 


7 40 


% CHANGE 


Sales 170 20 


inventories 154 


REGIONAL PICTURE. INVENTORIES 
] f - yan 3 sae: 


NEW ENGLAND 


é 


MIDDLE ATLANTIC 


EAST NORTH CENTRAL 


WEST NORTH CENTRAL 


SOUTH ATLANTIC 


EAST SOUTH CENTRAL 


WEST SOUTH CENTRAL 


MOUNTAIN 


PACIFIC 


source: 8 
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GEDNEYS RIGHT THERE IN YOUR CORNER 


helping save time ...hold down costs 


CORNER FITTINGS? Well, here are three rest of the full Gedney line they’re made of un 
that have proved immensely popular for the breakable malleable iron...accurately machined 
imple reason they’re easiest to install — save and threaded... individually inspected. Order 


time and labor that really counts up. Like the Gedney — alway for lowest installed costs! 


90° CORNER ELLS 
Fitted with gasketed cover. Both ends female 
Made of malleable iron, cadmium plated. Avail- 


able in a full range of sizes from ‘2°’ to 2” 


90° CORNER ADAPTERS 
Fitted with gasketed cover. One end male, one 
end female. Made of malleable iron, cadmium 
plated. Your choice of sizes from 2" to 2” 


CORNER PULL-IN CONDUIT ELLS 


Today’s top specification for space-saving, ma- 
chine wiring, easy wire pulling. Malleable iron, 
cadmium plated. Sizes run from ‘2"' to 2” 





GEDNEDE 


* BA ty « NEW YORK 20 





GEDNEY FITTINGS FIT 
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WHOLESALE PRICE INDEX 





pe RH RW 


Sheathed Cable 


Lighting Panelboard 


Lighting Par 
Satety 


Safety 


220-240 
yphase, ir 
olyphase 
yphase 


yphase 


Vacuur 
Vacuum Cleaner, tank 


Refr jerat 


capacity 7.4 
Home Freezer Ches 


Water Meat 


Rad 
Rad 
Radi 
Televis 
Telev 


Rad 


1947.49 100 Aug. 1956 


July 1956 ange Aug 


/2 
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Cha nge 


1956 





ge 


+ 
‘ 4 a 
, “4 K ——s »* 
ra. e/ 
of / /ACCURATE? 
fe ‘ | a 


aeny 2 , i} 
SG: 


he’s reaching for... the Best ELECTRICAL TAPE... 


ACCURATE TAPE 


FRICTION, RUBGGER SPLICING, ACCURATE MANUFACTURING COMPANY 
and PLASTIC TAPES Gartieid, New Jersey 








YW OW LR: 


QOCLO 


ustomer. Sure, the order in the warehouse came 
wen dealing with you for year sut often he’s followi the in 
hose name you never know and the instructions sa ROTO-GLO Phat 
Seymour has aimed the most compre hensive advertisi 
ry at the man who counts most the end consumer. He the man wl i the 
man who must be itisfied. And he’s the man who ld on ROTO-GCLO 
ertising and public ity in every top home magazine ha n ROTO-GLO the 
uit switch among homebuyers has created an ov wheln I nber 
& Seymours booklet, “Modern Electrical Living 
ontractor, every architect, builder and engineer is constant 
by trade magazine advertising and direct mail. They all know the outstan 
ROTO-GLO the modern switch that glows in the dark, is whi per quiet, and | 


roto-action that costs only a few pennies more than old-fashioned switche 


FREE MERCHANDISING AIDS to help you cash in on ROTO-GLO’s tremendous popularity 
. « NEW ROTO-GLO mobiles, counter-cards, switch tags and newspaper advertising mats 
are available for distribution to your customers. For your supply, write today to Dept. EW-19. 


SYRACUSE 9,NEW YORK 


& Retfrig 
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INDUSTRY-WIDE PROGRAMS 











Philadelphia's “LBE Party’ invited 316 distributor salesmen to take a stand on its fall platform 


PHILADELPHIA | 


(More Progran 


Cleveland Holds AW Rally 





DISTRIBUTORS 


October, 1956—ELECTRICAL WHOLESALING 





INDUSTRY-WIDE PROGRAMS 


9 


eT eo Plans Shaping Up 


For Wide NEW Push 
maintenance and production DRIVES SCREWS NEW YORK re 


REMOVES SCREWS 


dl 
yy 


REVERSIBLE 


NEW NOTES 


NEW YORK 


SPEED REDUCTION 


FINGER-TIP 
CONTROL 


> a a) 
COMPLETE 14-PIECE SET omy $224.95 


DRIVES TAPS 


Supreme Chucks os IBEM 


removes taps by power 


Home Fixture Sales 
Are Jumping: AHLI 
NEW YORK —TI let 


tur iad 
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... Ll recommend 


CLIFTON Current Carrying Products 


every chance | get y 








Your Best 2 Word Specification 


Other CLIFTON Ouality Products 
CLIFTON CONDUIT 


we RHR w 


MAIN OFFICE 


75M tgomery %! 


Jersey City 2, NI 
FACTORIES 


BALTIMORE Mary 
MEMPH T 


wire CABLE RIGID CONDUIT ELECTRIC METALLIC Tf CLIPTALL UF 
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INDUSTRY-WIDE PROGRAMS 


Easy to sell ‘ a Peon ances 
this speedier 
Power Drive 


that takes the work out of 


conduit threading, cutting, reaming -.. - 


} 


> 


e Planning—|! 
' ; 


MITIy)) 


AHLI 


7 


Fee 
with wrenchless SP//7 CHULA 


\ work iver for your 


contractor customers! Lots of ready power New Arizona AW Bureau 

turns conduit, pipe or rod for hand threaders, cutters, reamer PRESCOT) ARIZ rh 
en up to 12” geared tools with drive shaft. New Speed Chuck : ‘ te W 

open and close easil yuaranteed to grip tight forward, reverse 

jaw have replace ible insert teeth for longer 

life Light compact, port ible built for 

years of service tench tand and 


stand model Pre old |} 


wheel 
iivertising to 
your ustomer write 


dat today' 


for comple Le protit 


“Threaded Pipe —it's Tight — it's Best — Costs Less" 


Housepower Beefs Up 
Local Training Programs 


quick-epening » ee ee > a NEW YORK 
threader for power ff by >" mo 
, al — 


Rite tt 504 


{) 
drive use self 


contained dies for 


1 to 2 pipe or 


conduit Work-Sa: Pipe T 


The Ridge 


102 
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PATH — 
aa get modern, economica 


POWER protection with 
through 


eon (ONTINENTAL 


EQUIPMENT 
PRIMARY HIGH-VOLTAGE 


SWITCHGEAR 


Compact rugged, easily installed ¢ ONT 
NENTAL Primary High-Voltage Swit 
gear prov ides vital protection and complete! 
safe interruption at moderate cost Stur 
construction and famous CON'TINEN 
craftsmanship assure long, reliable ser 
Assembly includes provision tor future id 
ditions, and can be arranged to provide fo 
utility company metering compartment ane 
main oil circuit breaker. Custom designe: 


assemblies for indoor or outdoor use 


Featuring CONTINENTAL AIR INTERRUPTER SWITCHES _ 


Air break disconnect with continuous @ Front operated }-pole, single o SY 
and interrupting ratings to 600 amp double throw 
at is KV 

Doors key interlocked 
Can be sofely opened under load 
interrupts all currents up te its con Wired glass winde 


tinveus rating check 


_ 5 | 
SHIPMENT: 6 WEEKS" | 
Sinaia 


Compore for yourself. Write for detailed 


specifications today 


¥ ie : < — 
CONTINENTAL 
| J ELECTRIC EQUIPMENT COMPANY 


West At tree? 


a es 
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INDUSTRY-WIDE PROGRAMS 





yed from page 102 


tT 


NAED To Develop 
“All-Program” Plan 
NEW YORK-—-Development 


tributor ti 


NOW BEING MADE IN SIZES BIGGER THAN 1°" IN DIAMETER pve 

Hooper 
Working 

ring together local promotional idea 
for Adequat ring, Live Better El 
trically, Housepower d other pro 
vram ! tre ce wal ring co 
mittee. It eaded 2. Ki 
IL. R. Klo 
Mich 


impaign 


N. California Lists 
79 Certified Jobs 


SAN FRANCISCO Aft 
tion. of ‘ nt trainit 
vholesaler 
the Nortl 

Available in Bureau 


Ue Ul the 
from 10 to 1000 
feet, and longer on 


special order. 


Write for new FREE catalog: 


dents 


WESTERN INSULATED WIRE COMPANY onc’ 


Los Angeles 58, California 
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MUNICIPAL 
STREET LIGHTING 


WITH 


UNION=se 
PIN-TYPE 


SOCKETS 
4 


TIME PROVEN-TIME SAVING 


Supplied with hand wrenche 
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PLUS VALUES in a 
FURNAS ELECTRIC 
DISTRIBUTORSHIP 


are tHese PLUS VALUES 


IN YOUR PRESENT MOTOR 
Y CONTROL FRANCHISE? 


DISCOUNT PFRUCTURI 
profitabl | to all cla 
including Original Equipm 

/ i i 
facturers 


N-BETWEEN SIZES 
mare sales. Now with | 


cart larger more rept ntat 
y I 


EXCLUSIVE FEATURES 
with Dual Seal dual ve 
vil. One coil do v 


th 
. QUALITY FEATURES—Silver Cadmium 
oxide contact of mg iif Plaskon 
Alkyd arc box for high dielectric strength 


ATTRACTIVE POLICY 


Om} Lihy 


oleate ; 


PRICE PROTECTION 
that offers distributor 


rising and falling pr 


If you are not now enjoying these plus 
values and advantages, write or phone 
for Distributor Portfolio 5412-— Furnas 
Electric Company, 1069 McKee Street, 
Batavia, Illinois 


Dy STM Oth TF 
FURNAS ELECTRIC COMPANY 


BATAVIA, ILLINOIS 


SALES REPRESENTATIVES IM ALL PRINCIPAL CITIES 





INDUSTRY-WIDE PROGRAMS 





Continued from page 104 


point awards, th ontest features four 
prizes totaling 535¢ oints are given 
for issued and npletec rtificates 
ot ontort nce or It i lations 
above minimum reg vents and for 


plus-featur f } jor 


CLP Sets 1957 Plans, 
Seeks New Bureaus 
NEW YORK 


Ih in i held ! conjunct 
vith the International Association 
Electrical Leagu ! ting 

CLP Notes: A Fresno, Calif., offic 
building owner whose eight-story 
property was recently rtified by the 


us 

Thi 
mission 
quarte! 
do 
bureau 
been at 
on ( l P 
mot 


Com 


Look Magazine Sets 
1957 AW Competition 
NEW YORK, N. Y Look Maga 


innou 1 its third annual 
juat Wiring 
ributors ay 


ind utilit 


petit 


Ha met 

the publ on 
Last year's | 

the Noland Co., Newp 

(EW Apr 6 p. Rf 
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when you push “/\N(/Ni a 
es (And you'll gain more satisfied customers too!) 
ol ' 

\ / 


qi SANGAMO ELECTRIC COMPANY 


SPRINGFIELD, ILLINOIS 
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Briegel, the Original * 


‘ 
i 6”, 


Indenter Fittings are am 


neater 19 appearance, See 
PI 3 

, 

easier and faster to usede 


’ 
%- 


Installation 1s simple 
and less expensive 
Two quick squeezes 
sets them forever. 
‘Iry B-M Indenter 
Fittings and get more 


profits from cach job 


All 8-M indenter 

Fittings ore UL Approved 

as concrete tight and for general 
use (File Card £10863 
With Federal Specifications W-F-406. 


Also comply 


INDENTER TYPE 


FITTINGS 
FOR E.M.T. 
Concrete-tight 


Red Throat 


Insulated 
; Connector 


a = 


2 
a 
Ps > 
4 
te 


- .- 
+ 
Me 


Red Throat 


Cross section 


. . 
» IER Et SG 


> ¥s oe a ~ ye os 
© 
i | | 

i 

s< * 

se 2, 
i 
‘BM uu 


aye GALVA * ILLINOIS 


te omer | > 
ee an 
y 


t 
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COMPRESSION 
2 TYPE 
FITTINGS 


FOR E.M.T. Rain-tight 








SIZES 
FROM 
SIZES an —_ 


FROM 





SIZES 








WHAT'S NEW WITH YOUR CUSTOMERS 


Outline of Design 


Notes on Hospital These items were digested from 
° a recent issue of Electrical Con 
Electrical Systems struction and Maintenance, a 
| , VicGraw-Ttill publication. Theis 


purpose: to alert you to deve lop 


ments and trends reported in 


Hi the operation of two of vour bi 

| rf ’ gest customers clectrical con 

p tractors and plant clectrical men 

e Appearance 

e Safety | N | 

\ ( 
H | 
( ! | 

K I e Expansibility 
H ( It 


e Reliability — < 


e hlexibility 


Signihicum to vou: Just a brief out 


line, but it serves to show how knowl 
edge ot the 


crlized installations can vo 


problem involved = in 
highly sp 
i long way toward tinding the answer 


fo customer electrical need 


Mobile Two-Way Radio 


| Speeds Maintenance, 
Materials Handling 


BRIEGEL METHOD TOOL CO. © Durability 
GALVA + ILLINOIS 
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What's New With Customers 


ret 


Significance to you: A distributor 
often can sell this equipment to regular 


industrial customers 


Proper Lighting Helps 
Warehouse-to-Office 
Transition in Chicago 


{ 
ELECTRICAL RIGID CONDUIT, made by Alcoa 
ie light and strong. it goes up easier and taster 
with less man power, tighter supporting 
members. it's easierto handle, transport, store 
You can bend, thread and cut it with pres 


ent equipment 


Your Guide to the Best 

in Aluminum Value 

THE ALCOA HOUR 
i i . 


“~ 
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..- YOU KNOW WHOSE IT IS 





P a 
TYPE |SJ 300 VOLTS ROYAL ELECTRIC COVING Miaee =) 
_——a, 





——— 


YOU KNOW WHAT IT 1S 


‘Wes 





ae 
ROYAL ELECTRIC CO., INC. 16/2 TYPE S600 VO Moa 
€ ie 


* 





—— 


WHAT SIZE 


VOLTS ROYAL ELECTRIC CO., INC. 12/3. TY PBeS@) | =~ 





and the VOLTAGE RATING 





LECTRIC CO., INC. 8/4-TYPE S$ 600 VOLTS Bie Tete 
act 3 WA 





We're proud to put our name and mark con- 
tinuously on all ROYAL ELECTRIC portable cord 
. it’s easier for you to handle and sell; 

easier for your customers to use. 


ROYAL ELECTRIC COMPANY, Inc. 
General Offices: PAWTUCKET, RHODE ISLAND 


/ wimnt + €Oe8O0 SETS + FUSES + WIRING DEVICES 
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Latrobe 
lL lectrical 
Products 


Latrobe’ Floor Boxes and Wiring 
Specialties offer real economy in 
installation and replacement costs 
Their unique design of un 
means quicker in 


free 
necessary parts 
stallation and longer service 


Gang Adjustable 


Floor Box 


Two 


Adjustable Box und 
bodte 


Gang, Two 


Boxes 


es come in single -r 
Also in 


Gang, Three 


square square type Single 
Grange and Four 


Gang 


BULL DOG 


PIPE OR CONDUIT HANGER 
dependable tor hanging 
and ! to 


sizes for 


Sturdy and pipe 


to conduit steel 


beams up to thick Larger 


larger pipe 


Latrobe Products 


Non- Adjustable Floor Boxes 
Adjustable Floor Boxes 
Gong Boxes Cover Plates 
Junction Boxes Norte 

Pipe or Conduit Hangers 
insulator Supports 
Cable Supports Fish Wire 


Staple and Cable Clips 


Write for new catalog 


Sales Representatives in all principal cities 


Pullman 


Manufacturing Co. 


jJerreR son 


a 


1709 81215 sreeer 


LATROBE. 


PLANNING COMMITTEE | 





What's New With Customers 





1} 


| follow unt 
Significance to you: In these days of 
sky-high construction costs, many a 
standing 


and put to producing rental income 


building can be renovated 
with a properly thought-out plan for 
modernization, Key 
are likely to be good mod- 


elements in such 
a program 
ern lighting and air conditioning, sys- 
which must be coordinated for 
effect 

between 


tems 


with minimum cost 


tenant, 


maximum 


leam-work owner, 


contractor and distributor is all-im- 


portant here 


CREDIT SHORTAGE 


ELECTRICAL 


WHOLESALING 


(cont.) 


October, 


1956 








e 


Installation Mahwah Assembly Plant, 
ford Division, Ford Motor Company 


; “Sy . 


NTERLD 


A DEDENNEL EAN 


Modern engineering design and 


superior flexibility impart extra 
long life to GENERAL CABLE’S INTER 
LOCKING ARMORED CABLE. Available 
in ALUMINUM, BRONZE and STEEL TAPE 
ARMOR, with every type of insula- 
tion for all power applications 
Lighter weight and easier to install 


GENERAL CABLE CORPORATION, 
420 Lexington Avenue, New York 
17, N. Y¥. Offices and Distribution 
Centers Coast-to-Coast 


a. 
, 


4 


BE SPECIFIC...SPECIFY GENERAL *° CABLE 
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NAED Western Region 
Convenes in Phoenix 
PHOENIX, ARIZ 


BIGGEST 
Features 


15 AMPERE 120 VOLT AC ONLY 
LISTED AS STANDARD BY UNDERWRITERS’ LABORATORIES 


Bett 1) 
tf NAED 
Note: Fit ‘ Wr PSAI o will 
SWiTCHES carry photographs and a full report on 
the NAED Western Region convention 
in the November issue, based on on- 


SCREW OR SCREWLESS TERMINALS the-spot editorial coverage 


National Electric Opens 
West Coast Warehouse 


PITTSBURGH, PA N 


Wiring Device Division 


103 Hawthorn Street, Hartford 6, Connecticut 


Offices, Sales Engineers and Warehouses in Principal Cities 
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NO RUSTY THREADS to worry about with Sherarduct 


Sherardizing is Galvanizing at Its Best Sherarduct is Galvanized Conduit at Its Bewt 


La oh ae | 


National Electric Products ine! 


Pee, , ris 
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* 
: Film Shows Need for 
itd Ne W Select O Look Wrench industrial Power 


more than (} Open End Wrenches in distrib trial plants i 






= 





















§ all done with 


\._ the MAGIC BUTTON 





RETIREES 0 SARNIA Ooo 





UTICA’S new locking adjustable wrench will lighten the load 
of your tool kit d ate | 
[t’s not necessary to weigh yourself down with sets of open n 
end wrenches to have the right size tool for a variety of jobs M P 
ELECT-O-LOCK with its thin jaws, will fit them all \ ' lud , 
Push the magic button and the wrench 1 locked at the ' The Power 
desired position—like an open end wrench. Pull the magic P : 
button—it’s a conventional adjustable wrench Gl ’ 








here's no more lipping 


and resetting to annoy you - ' 
. ' a ‘ . . 
and waste none ELECT = 1 — . Sylvania Builds More 
LOCK ire mili or rupyec ~— 3] . ™ 7) J \ Fluorescent Space 
use the magn button will >. : AE 
a | i 


not aceidencally pu h out 


and unloc} the wrench 


f ! | , + a ' p ' 










SELECT-O-LOCK to be NM) 
known as the 93 series, are P| 
ivailable in 6, 5, 10, 12 inch | ed 

| 


size and ire priced the ime { led 
as the re ular 9] ern hei > ~ ‘ 
Order from your distribu QOomD] x] I 
~ A“ 
tor today and lighten the a i 4 : , 
tool load iP WALL MARE ‘ITY 










ri) n ; AN DDNDATION 
itt A UnUI Gt & UO CORPUR! riUn 
Utica 4, New York 


Subsidiory of Kelsey Hayes Wh ei Co Detroit, Mich 
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F ast to make fast! 


Safe, swift cable connections with 


DOSSERT 


U-BOLT 


CONNECTORS 


Harry Riley Takes EIBA 
Presidential Post 
ONDON ENGsLAN 


TYPE UT 














ik 


Homeowners Tell All 
On Air Conditioning 


WILMINGTON, DEI 





Type UPT 


WRITE FOR DET, IND PRICI LODAY 
\ | 
} DOSSERT ™ 














veaes oF 
TeCuamicar 
EE “oe 


249 Huron Stree 
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lid opens oat 


fingertouch 


2) 
STAYS OPEN IN 
SAFETY-LOCKED 
POSITION. . . 














Illustrated 3] 
No. 210 

One-Gang Closes automatically with 
SAF.T.LOK 

Receptacle 


an xelu ‘ ‘ , . (om pe for isy one-hand 
er 





slight push to left! 








, on of plug illow i ‘ ré ind to hold 


electric tool Cover dot est on plug or 

wire, preventing dam to wire lation or plug « 
if cord is jerked or V t ANNOT BE 
LOOSENED OR PULL ‘late .040 solid 
bra vith Cast Metal cover ; ed Aluminum finish 
ill parts rust-proof, Attractively boxed with rubber 


veatherprooft gaskets and mounting screw 


ORDER TODAY from the MOST COMPLETE LINE of |} and 2-Gang 
Weatherproof Wiring Devices: Receptacles, Switches, and Com- 
binations with SAF-T-LOK SNAP COVERS or SCREW COVERS 
all competitively priced 





‘ one 
die-caat 
eliminate 

y extra work 


ing part pro 





vide mooth a ' 
tion, easy grip No. 216 Flush No. 214 Flush No 
idded atrength Switch (Single Combination Flush 

F pole T-rated Switch & Snap 

Cover Outlet 

INCLUDE your erder for Bell METAL WALL PLATES — make Bell 
your one source for the best in weatherproof Devices and Wall 
Pilates! 


Screw-Cover 


ind durability Duplex Receptecto 


Write for Catalog and Prices today! 


BELL ELECTRIC CO. 


1844 West 21st Street © Chicago &, Ill 


Utilities Combat 
Fears Over Atom 


NEW YORK \ } 


1) 


GE Supply Announces 
Organization Change 


BRIDGEPORT, CONN I 


ty; 
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Maes: F . oS a 
New... Easier Way to Sell 
Bigser Profit Ligshtins Jobs! A 

| ; 








} . Tinton ct | ee 
* _ * - 
j “i J 
{ 
‘ 
4 
” ae A : \ 
a “i 
/ \ NANI in 
Ni mS 
i ————— 
\ { _—— ——= 
| 

\ , : 
\ 

> / } 

a vi ; 

y : ‘. ZL 
4 4 
ee ‘ y 


"a: a 
Guarantee Satisfaction By Having Your Lighting 


Plan Certified to Meet NATIONAL STANDARDS 


is Certified | jhting | 


. Operatior t Y ir Area 














PORCELAIN PRODUCTS’ Service Mast KIT 





a 


Here is the only Service 
complete in every detail 
flashing even nece ary bolt nut 
screws ord nails Can be mitalled t 
electric nm, with electricians oe 

Cut down installation cost 








easier, Quicker to install, ser 
mast kits 


CHECK THIS LIST 
OF COMPLETE PARTS 


1% Vise-Grip Service Entrance Cap that 


fils a 2 pipe 
Galvanized Roof Flashing and Storm Collar 


Roof Mounting Plate of new and original 
design 


Conduit henger with 2'% lag screw 
attached 


Slip-fitting offset reducer with interior 


grounding device 
Nen-herdening roof sealing compound 


All necessory bolts, nuts, lag screws and 
nails 

Plus-—Porcelain Products famous 2061-C 
Pipe Mounting house brackets as specified 


WRITE FOR DETAILS TODAY! 


FINDLAY, OHIO 





STANDARD 
FOR 2” PIPE 


Also available 
FOR 2'2” PIPE 





, 
EVERYTHING FURNISHED —, 


but the house and conduit 


¥. 


Met Fad 
mi) a 
or 
ree i | 








Cornell Study Finds 

Haphazard Lighting 
(ITHACA, N.Y.—What i 
R 


rhting | 
n th 


ARI Adopts Btu Rating 
For Room Conditioners 


ABSECON 


mialit 


pound 
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Now you can give off-the-shelf service, because... 


G-E KITS PERMIT es 
6 STARTER MODIFICATIONS © 
...IN YOUR OWN SHOP 


27. AUXILIARY INTERLOCKS 


Pola ” 
ans 


4. SELECTOR SWITCH fit 
knock t the J } 


iON, OFF 
1 PUSH BUTTON 


HERE'S WHY YOU BENEFIT FROM GENERAL ELECTRIC KITS 


[These 


5. STRONGBOX COll ca 
ang cas hiff 


There 


| Advertising and Sales Promotion Secti '73 ’ 
General Electric Company 
Bloomington, Iilineis 
Please send me a free copy of MODIFICATION KITS FOR MAGNETIC STARTERS GEA 448 
Name 
Company 
QW Address 
> Stet 


smcamers tcc | GENERAL QQ ELECTRIC 


A screwdriver iw the 





CONCENTRATE 


your tools and 
your SALES 
a 


New VACO Tool Center 
Increases Profits, Too 


@ Organizes your stock 
@ Steps up your sales 


@ Increases your profits 


VACO PRODUCTS COMPANY 


117 &. Ontario S1.. Chicoa 
In Canada 


Atlas Radio Cor; Tor ' 


Goal Is More Farm Kilowatts 


@ Inter-Industry Council holds Farm Power Use Workshop, 


announces promotion calendar. 


e Agriculture Department lists $1,100 per farm as aver- 


age electrical expenditure by 1960. 


WASHINGION, D. ¢ 

und promotion of farm us¢ 
tri energy and electrical equipment 

the focus for the third annual 
Power { Workshop 
scheduled for Oct. 15-16 in the Mil 
Waukee (Wi ) 


of the event is the Inter-Industry Farm 


National 


Auditorium, Sponsor 
Electric Utilization Council 

This year’s Workshop program r¢ 
flects the newest developments in 
power use activities and sales promo 
non according to Fred H. Strong 
ouncil chairman and deputy admini 
trator of the REA More attention 

given to electric powered farm 
production equipment and to the home 
ippliances which add most to rural 


living,” Mr 
Ihe Workshop will include panel 


Strong continued 


discussions featuring tested sales 


promotion plans and techniques devel 


oped by tate or local inter-industry 


groups. Representatives of electrical 


manutacturer distributors contra 


tors, power suppliers, and agricultural 
extension 


colleges and services will 


report on how they are working togeth 


er to boost farm use of electricity 
Participants also will see display 
of materials, devices, techniques and 


publications now being used to ad 
farming 


® Calendar — [he 


vance electric 
ouncil ha ils 
innounced an expanded 195 harm 


Power Use Calendar emphasizing 


electrical equipment which can help 


farmers gain greater efficiency and 


productivity I he ilendar suggests 


promotion of certain electrical appli 


ances and farm equipment during 


ertam months. It is designed for use 
agricultural and educational agen 


ies in planning tarm 


programs, and for manufacturers and 


power usc 


distrfbutors and power suppliers in 
planning sales programs for 1957 
The calendar lists 10 farm equip 
ment items and eight home appliances 
[his compares with four of each in the 
urrent calendar. The council believe 
the enlarged calendar will encourage 
i greater number of equipment manu 
facturers and distributors to join power 
uppliers and farm service organiza 
tions in selling the farmer on the new 
est in electric-powered equipment 
e Objective—The grand plan of the 
Inter-Industry Council is to. help 
farmers attain economic stability and 


financial betterment for themselves 


tnrougn 
economi 


I he 


a velopm 


farmer 


1Onal 

hely 

conversion 

more eff t anc nomical meth 

ods and equipment an if the imvie 

time, to broaden the marke or manu 
facturers and distributor 

© Market——-The Department of Agr 

ulture h estimated that $5.3 billion 

Or in ivi rT > farm 


will be a y S 


(yt) pe! 
farmer on 
electri 
during 

4A 
equipment i 
water syst 
Ihe 1954 ¢ 
per ent of 
ysten but tl 
till in the marke 
Water ten 
the Inter-Ind 
key 


nearly 

than fiv 
SCOriINg 
ment mn 
Agricultu! 
and wil 
per cent 

in electrical 
during the 


Prom 


iClivi 
Mi } 
contra 
heginn 
ng 

the our 
includes 
inGg v¢ 
promot 
Qs 


»p 
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Chase 
BLACK 
FRICTION TAPE 


% INCH 


NO. 4 


CHASE & SOWS imi 













Now...it’s easy to see why 
CHASE TAPES stay fresher longer! 





Longer shelf life! Because Saran Wr ip kee ps every 


New Saran Wrap’ packaging keeps every 






roll of Chase Tape tresher longer, it eliminates ordi 







roll “factory fresh” adds new sales appeal =" “terse problems. permits full stocking co meer 


ir customers complete requirement 






Check these important advantages and see for your 





Greater sales appeal! Sparkling, transparent 







self why Chase's new Fresh Approach” to electrical 







Saran Wrap n is acsell to ever roll of Chase Lape 






tapx packaging means tewer storage prol lems for 






for i ne { eve pecaling pach ive idds new 





tion tor our customers’ 





more satistac 











ri hy ' f these ¢ ‘ tie | inftuyes now 


Wrapped-in freshness! Because it has the lowes: 


eve ‘ ; ryt re ‘ ’ 4 if ; 
moisture vapor transmission rate of af transparent Order | I i} , pply of | her, taster-selling 













packaging material, Saran Wray $€a ( has I ape CI e blectru 1 ape ti ! Chase & on Ine £0) 







igainst harmful moisture helps to prevent peeling ee ) M 
drying out or raveling issures perfect adhe 











qualities im every roll you sell ‘ polymer film 


CHASE & SONS INC. 


North 








Qu 





One dependable quality 


Manarch 


RENEWABLE FUSES 


From raw material 
to final inspection 
every part is 

MADE and ASSEMBLED 
under our own 


QUALITY CONTROL 


STRATEGICALLY LOCATED 
WAREHOUSE STOCKS Manare 
Manarch % 


4 i omg i femmete) ite]. 7 walel, | 


Jamestown, New York 


Farm Kilowatts (cont.) 


Continued from page 122 


tice equiring ecu! i} equipment 
that 1 oming t u ore, aS farmers 


run-off water 


§ nave come 
ind grain 
top quality 
reage At 
nations grain 
ultimately 
equipment 


in help reduce 

sin produc 

tock. Over 75 

porting in the 

modern pig 

d lamp type 

Duried in a 
demand 

ed tems ol! 

equipment f N » milk coolers 

omp! ! I ri | luction portion 
of the [ Is ilendar 


The « ical apphias to be pro 


, 
moted f rm om use include 
laundr j ment ‘ cially dryers) 
s and two 
heaters, and 
labor saving 

conditioning 

ind home light 

‘ ete the list that 
the yuncil be n and should be 
promoted t ‘ farm home. As they 
iy, tl ! ma I hardly been 


cratche 


IES Introduces New Method 
For Lighting Estimates 


NEW YORK, N. ¥ An entirely 
new method f nek lighting cal 
culation for ter nas been in 
troduced { un ting Engineer 
ng Societ committ on Lighting 
1 sign P I ( I i rece report 

he method, d ed as simplified 
ind mri iC i departure 
adopted in 


into ac 


per 
1Y20 


mmotr 


! the port 
method iS 


numerou 
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ERCHANGEABLE 


LINE — ms 


Single pole, Double pole onvenience outlet 


y 


}-wey and 4-wey owitches 
Now, a newly de 


sigT ] erie ( l¢ l na ‘ mn be mad ip it am) . ‘ 

and installed right on th Db With a minimun f invent y and a maxin | 

can be assembied quick! ind ei y Nn device to tne t uf Pilot light Push button 

T\ aft of ft woaly er 

wi I tne ! } , wv wv 

; : , ; 

With the Leviton Interc} real Lit ret th , ‘ , P ; 

r rr 


r nar 
moinatic 











LEVITON MANUFACTURING COMPANY -. BROOKLYN 22, 
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COMPARE . . . QUALITY, PRICE <ve- :"src°"* 
EASE OF INSTALLATION 


And You'll Use The Complete 


YORK, N. ¥ Ihe Natio 


INTERCHANGE LINE 


INTERCHANGEABLE WITH ALL STANDARD LINES 
OF WIRING DEVICES 


THE ORIGINAL \NDEPENDENT INTERCHANGEABLE LINE 


No With these interchangeable devices hundreds of 
Se py Ss different combinations are possible in a very com 
pact space. Yet ingenuity in design makes these 
devices as sturdy as their larger brothers in the 
Eagle line. They are the most advanced in design 
and with the modern Eagaliae wall plates offe 
the most attractive line today 


ire ind Mar 
tate Electri 
erstown, Md 


west 





Ne. ® 

| Gang 

3 Device 
Wall Plate 











Salim 


Suppl 





956 


2 Gane [| Ty ml Sept 

wall Plate iow rado, W ming a Jew Mex 

Durin h meetir iff member 

from NAED natu headquarter 

presented [ il port entitled \ 
Logical Apy } ‘ ‘ 

ALSO AVAILABLE Managen blem ind 

Nite Lite, Pilot | ont bs y eon Pilot Light ma ports 


Button, Blank inser lat q Caps and a compl 
f Switch in the 


\ Check These Features 


All devices interchangeable with all standard wir 
ing devices 











nation 


All devices are of bakelite totally eraclosed 
chanisms 


All switches and receptecies have double wip« 
phosphor bronze contacts 


Large head binding screws, ample for £10 wire 


Large radius on receptacle contacts permits easy 
entry of Plug Cap prongs 


Wall plates carry the distinctive Eagle design 
Correct mounting strap is packed with each wall 


plate in individual envelopes Electrica! Safety 
All wiring de vices are individually boxed and Listed Talks Scheduled 


By Underwriters’ Laboratories 


WRITE FOR FREE DESCRIPTIVE BROCHURE CHICAGO, ILI | 
ILLUSTRATING COMPLETE LINE 


SOLD THROUGH 
WHOLESALERS 
ONLY 


FAGLE LE ELECTRIC MANUFACTURING CO., INC. 


ING ISLAND CITY 1 on. . een & 


Porlcetion (2 aol aa réccideat 
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Cximultiar symntols of safety mS 


PROTECTION AT TRAIN CROSSINGS 


FOR YOUR 
WIRING PROTECTION 


Standard-threaded rigid steel conduit is 
the only wiring system approved today 
by the National Electrical Code as 
moisture-, vapor-, dust- and explosion- 
proof for use in hazardous locations and 
occupancies 





If the safe and efficient functioning of your electrical systems 
in any type location—is a problem, then Youngstown “Buckeye”’ 
full-weight rigid steel conduit should be your specification. Field 
reports state: “It’s easier to bend—easier to fish wires through 
and due to its superior corrosion resistance, affords a much 
longer service life.” Ask your distributor for 
Leading architects, owners and contractors have made “Buckeye” 
Conduit their standard because they’ve found its use increases Youngstown Buckeve Full 
both profits and customer satisfaction 

Delivery is no problem—as all leading electrical distributors 
carry complete and ample stocks of Youngstown “‘Buckeye’”’ Con- 
duit. Their quick, courteous service is yours for a phone call— and 


why not today? 


Weight Rigid Stee! Conduit 


Youngstown Electrical 


THE YOUNGSTOWN SHEET AND TUBE COMPANY Metetlic Tebiee 


Manufacturers of Carbon, Alloy and Yoloy Steel 


General Offices - Youngstown 1, Ohio 
District Sales Offices in Principal Cities 
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Gilater specirication GRADE 


GROUNDING RECEPTACLES 


Send tor your FREE illustrated price sheet 
... liste all Slater Wiring Devices 


= 
Z 


A 


a7 

—_— 

ps 

S-321-BR 

Single receptacle, brown 
Nema 125 Volts—15 Am 
peres, with ears. Available 
in ivory (S-321-1V) or with 


no ears (S-320 
List price 60 


SPECIFICATION < 
GRADE 


~ 


> 


~ 
320-BR 
Duplex receptacle, brown 
Nema, 15 Ampere, 125 
Volts, with ears 
List Price 
320-88 $2.19 
320-1V $2.31 


New, 2 circuit duplex re 
ceptacie, 15 amperes, 125 
volts. 2 wire at one end 
10 amperes, 250 volts, 3 
wire at other end. U L ap 
proved. List price 

$2.00 BR, $2.10 IV 


for Bulletin 9) 





ats 


S-326-BR 
Nema, 15 Amperes — 750 
volts, with ears. Sturdy 
bakelite. Compact design 
Available in ivory (S-328 
1V) or with ne ears (S-327) 
List price 80 


2-cirRcult 


~ 
322-BR 
New, 2 circuit duplex re 
ceptacle—15 amperes, 120 
volts; 15 amperes, 250 
volts. Furnished with ears 
and in ivory (322-1V) 


c 


394-BR 
New duplex receptacie 
takes either tandem or 3 
wire crow foot caps, 2 cir 
cuits, 20 A-250 Volts, and 
15 A-250V 
List Price 
steel! wall plate 
394-88 $2.44 
394-1V $2.54 


includes 





3 


S-396-BR 
20 Amperes—250 volts, 3 
wire, 3-phase or single 
phase with grounding, with 
ears. Available in ivory (S 
396-1V) 
List price $1.45 


=. 
>, 


326-BR 

Combination 2 and 3-wire 
duplex grounding receptacle 
with ears. Also accepts par 
allel bladed caps that do 
not require grounding. 15 
Ampere, 125 Volts, 10 Am 
pere, 250 Volts 
List Price 

326-BR $2.24 

326-1V $2.39 


it 


3200-BR 
Intermediate grade, Nema 
duplex receptacle 15 am 
peres, 125 volts 
List Price 90 


Covers available 
ffix.3 for receptacles 
cover 
Add suffia-4 for receptacies 
on 4” cover 


Secale 
later ELECTRIC & MANUFACTURING COMPANY 


S6TH STREET AND 37TH AVENUE 


WOODSIDE 77, t 


N. Y. * Itklimois 88-6500 


EEWA Sponsors Fourth 
Electrical Industries Show 
NEW YORK. N. ¥ Dates for the 


Fourth National | Industrie 
Show, sponsored the Eastern Ele 
trical Wh r 


necause 
wholesaler 
The 
tor 
ommodate more 
tated, The 
t Regiment 
trd St... New 
: billed as an 
lect 
of the 
I he | ndicate a 
track tendance most 12.000 
4s) State 
motion he 
if Mill be 


Ellis & Howard Sets 
Move to New Building 
rORONTO—Fllis & Howard, Ltd 
vill nto it 7, 000-sq_ ft 
the first of the 
Mather, gen 


me 


Drive from 

cation will 

idditional 

13. OO0O-saq ft mM pace plus i 

» NOO-sa lighting show 

room The if OOT vill used for 

Varehousing A } il the second 
for offic 

Reasons f{ em Mather said 

vere tl irm nconvenient delivery 

ind hipping ul t lack of us 

tomer! } floor 

i main 

ind a third 

eaded by | 

8 outside 

t of Ontario 


Raybro Electric Moves 
Orlando, Fla. Branch 


ORLANDO, FLA Raybro Elec 
Suppl Inc. | h here moved 

i new building at SOO N. West 
moreland Dr 


pieting the m sithout loss of a 


isummer, com 


day busines t ported 
I | indo house 
19 W. Central 
serves all or 
central 
ranch 
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Is emergency lighting 
required by law in your locality ? 





HIGH RATE 


- 
- READY 


READY 
% 


Exide vuGHtcuaro 
AUXILIARY UGHTING UNIT 
eee 


WAL Lee ware. Ow. 64 

















In many places it is. Because sudder 
wherever people congregate 
opportunity for volume sale 
gency lighting equipment. Mo 
So every sale can be subst 


scarcely been tapped 


HERE'S YOUR MARKET : store 


theaters, factories, laboratories, re 


taurants 
Get in on the ground floor. Become an Exide dealer. Exide 
Lightguards are foremost in the field for quality and accep 


tance. Send the coupon today 
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They Won't Come Out Because... 


TUBE-WELD 


FITTINGS’ SCREWS 


foR 


me 


With Tube 
hardened steel set 


oversized 
crews, you'll 


weld 


climinate fumbling and costly 
waste of time when working 
tight place 


length 
pulling 


in high of 
This, plu 


for ¢a 


longet 
Wire 
heavy gauge one piece 
construction that cannot 
open or spread elf 
centering box onnector 
houlder 


finish and easy-to-locat 


lustrou zin 
packaging are just some 
of Tube-weld feature 

Available in 4", %” and 
! ize trochure on rr 

quest. ELECTRIC TUBE 
PRODUCTS, (A Subaid- 
iary of Berger Machine 
Producta, Inc.) Plant & 
Officea: 74-16 Grand 
ive., Maspeth (N.Y.C.), 
N.Y., DEfender 5-8000 


EXTENSION PIECE) BOT CONNECTOR COUPLING 


ELECTRIC 
TUBE PRODUCTS 


74.16 Grand Avenue 
Maspeth (N.Y.C.),N.YV 
Difender 55-8000 


FOR ECONOMY 


CONNECT with 


Hurricanes on the Run? 


@ Commerce Department orders ‘weather radars'’ for 
tracking hurricanes, tornadoes, flash floods. 


@ Weather Bureau sets up nationwide network to guide 


planes and ships, warn residents. 


WASHINGTON, D.«< Earlier 
and more reliable storm warnings 
through new | 
that can de 


torna 


Anon he pos ible 
Weather 
tect and 


Bureau radars 


track 


hurricanes and 
does up to 250 miles away 

The Department of Commerce ha 
signed a $3,800,000 
Raytheon Manufacturing Co., 
Mass 


tailor-made to 


contract with 
of Wal 
for 39 new-type weather 
Weather Bu 
Delivery 
1958 

equipment will be linked 


tham 
radars 
reau and forecasting needs 
is scheduled to begin in early 

The new 
into a planned nationwide network of 
radar weather stations to be strategic 
ally located throughout the nation. By 
tracking a storm and relaying the find 
ings from one station to the next with 
out losing contact with the disturbance 
meterologists will be able to make a 
check of 
and development 

Use of this Weather 


Bureau officials point out, will reduce 


continuous storm progress 


network 


to 4 minimum present difficulties in 
the plotting of hurricanes as they ap 
proach the coast, It will also be used 
to help guide planes and ships either: 
away from or safely through turbulent 
weather and severe storms 
e How It Works—Weathe: 
ploits the fact that precipitation and 
reflect 


weather 


radar ex 


cloud particles radar waves 


Fach of the new radars can 
location 


200, 000 


instantly pinpoint the exact 


of severe storms within its 


sq mi coverage. The weather fore 
caster will see an entire 
that 


provided by hundreds of separate wea 


panoramic 


picture otherwise could only be 
ther observations 


If a 
particular 


more detailed analysis of any 


storm structure ts needed 
the operator will be able to single out 
that disturbance and magnify it on his 
that 


these radars will also help determine 


screen. It has been suggested 


total rainfall over a particular wale! 
shed; this information will be valuable 
n forecasting flash floods 

Ihe radar beams of these new set 
will penetrate deeper into severe storms 
such as hurricanes and tornadoes than 
the storm detection radars currently 
in use (originally designed for military 
Funds for the 
specialized weather 
cently voted by Congress 
e Tailor-Made—The new units 


be adaptable to the various types of 


observation ) new 


radars were re 


will 


weatnel 
exampl 

from 

miutter 

will be u 
board. Set 

try likewise 
weather 
In addition t 


naissance Of the 


own 


hurricane hunter 

at last ha i | 

National Hurricane R 

the first of three flying t 

0 Super! 
Detailed tudy ol 

ther, the Weather B 


gists add, may not 


atories iB 


reliable and earl 


but also may prov 
Ways to op 


qu rks 


REA ‘56 Loans Range 
From Arctic to Atomic 


WASHINGTON, D. ¢ 
Electrification Admi 
that it has just end 
successful years 
arranged loans tk il 
ing from the Arct to the m 

Explaining thi REA report 
the first loan for ar! tom! 
and generating plat vas mack 
Rural Cooperative ver A 
Elk River, Minn ind the 
to provide rural 
in the Arctic ¢ 
Kotzebue FI 
Kotzebue, Ala 

Summarizit 
REA says it mad 


of $189.800.000 


ins for 
expenditur 
bring electri 
to 106.000 rural 
will = provide 
generating 
powel syst 

REA als 
or more than 
total will 
facilities 
of electri ower 

REA estimate 
requests yn hand 
plications ( xpecte d 
survey of borrowe! 
needs for the com 
S185 mil 
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To 


Now you need only half the former space & ‘ 
with General Electric's new 
30 amp, 600 volt HCI safety switch! 


Better protection, greater safety 


Long life, dependable performance. ‘ 


k 


} 


Speedy installation and maintenance 


Use these catalog numbers to order 30 amp, 600 volt HC! switches from your G-E Distributor 


Type H, heavy duty, front operated 
Fusible 


™C90361SD 


GENERAL Qj ELECTRIC 
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NEW MODELS 


MAKE 


the complete source for 
all your time switch needs 


Here 
Now 


on to furnish 


line 
called 


additions to the Intermatic 
that 


manufacturer you ve 


the Y «af§e ill the 


you can have 


new 


every time switch you might be 
the 

International Register Co 
the that fast 


life de pe ndability 


For 1-12 on-off operations 


For 7 day operation—Series V21000 


come to depend on 


from 


Intermatic the complete line, with 


feature mean installation, more profit ind long 


For poultry feeders, process timings, fans, oi! well pumping 

Series 1960 “Supervisor For v¢ ff ere s every 24 
pers ‘ 

12 minutes 


within 


Cycler-12” 


t for each day 


Series ¥V22000 


NEW crete 


For Two Circuit Control 


For Precision Short Interval Switching 


NEW visor Deluxe” te t 
For Bells, Signal Lights 


NEW V28000 and V29000 “Scheduler 


PLUS ALL THE DEPENDABLE STAND-BYS 


Opera For ON-OFF 


Series V27000 


Burrers, process timings, etc 


for Standard ON-OFF 
Series 1560 


Operation on 
Series 1566 


Cycles From S$ Fer Skipping 
to 60 Minutes Series 1670: Selected Days 
i ’ 4 fl cycles @ day Skipper 


each cycle . dently 


tions 


House Lighting. fer Automatic Control of 
Room Aj 


Series P690 


- Conditioners 


Raintight Case 


ar 


| YOU CAN Depend ON INTERMATIC 
——— 
INTERNATIONAL REGISTER CO. 


2624 W. Washington Bivd. 
Chicago 172, Illinois 


TIME CONTROLS 


Englewood Electrical 
Lists Appointments 
CHICAGO, ILI 


Elgee Electric Plans 
Nov. 1 Move 


CQOLUMEI OHIO | 


Commercial Electric, 
Toledo, O., Expands 
rOLEDO, OHIO r 


} ( 


Raybro Promotes Two 
To Key Positions 
AMPA, FI 
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Don’t take a chance 


whi 
Why use those Available in the following ratings 


Why use those 4 Kva to 2500 Kva single phase 


1 Kva to 3000 Kva 3-phase, 2-phas« 
and phase changing 


Why use those | 


Why use those \ 1O not Na = Ww OPCraring eps s All standard voltages, such as 120 
‘ ; = gnated wind 208, 240, 480, 600, 2400, 4160 
Why use those whichd ve ee 4800, 7200, 13,200, and up to 

ing razed to a 15.000 volts. and any intermediate 


or special lower voltage 


Why use those w e 


Also Special Transformers 
and Saturable Reactors 


Why 


You won't be taking a chance |. src cried by jotior in the 


vith SORGEL 
the outstanding 
quality and tin 


ywhere 


nding 


New York Nw Y 
Buffalo, N.Y 
Roxbury, Mess 
High Point, Mm ¢ 
Raleigh, w ¢ 
Philadelphia, Pa 
Cincinnati, Oni 
Cleveland, Ohi 
Louisville, Ky 
Ashiond, Ky 


Shreveport, Le 


Chicage, tii 
Rockford, itt 

Rock isiand, iii 
Richmond, ind 
Lateyette, tnd 
Battie Creek, Mich 
Green Bay, Wis 
Omaehe, Neb 
Devenport, lowa 
Cedar Rapids, lowe 
Beaumont, Tex 


nectior ompartme! old rn i Los Angeles, Calif 


Underwriters’ Approved Consult the classified section 


. of your phone directory 
SORGEL air-cor 


} 


or write to the tactory 


SORGELE 


TRANSFORM EKS 





ved ina 


‘ Ie (j fe 


SORGEL ELECTRIC CO. 832 West National Ave., Milwaukee 4, Wisconsin 


; ; ; ; ; 
‘i 4 4 CTICNCE hie ’VelOpment manutladc vie j j / 
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NEW! 


PROPELLER TYPE 
ROOF VENTILATOR 


Combines Fan and 
Weather-proof Housing... 


Th. new Peerl 


combine fan 
ingle unit that 
1 fron 


17CU 


CEM to 


equipped 
These unit 
tore As installed (abe 
hrooms and general 
about the new 


Write for 


FAN AND Bi wi 


tHe Seerless.Cbectuic COMPANY 


FANS BLOWERS ELECTRIC MOTORS ELECTRONIC EQUIPMENT 


1403 W. MARKET ST WARREN, OHIO 


National Association of Electrical 
Distributors 


American Institute of Electrical En- 
yvineers 


Mi 


International Association of Electrical 
I eagues 


Missouri River Club 
we iM 

I H 

bx 

( 


) 


Rocky Mountain Electrical League 
i } ( ‘ ‘ 
H 


New Jersey Council of Electrical 
I eagues 
in € of 


Amt! 


International Association of Electrical 
Inspectors 


National Electrical Manufacturers 
Assn. 
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PUBLISHED TO SERVE 
DISTRIBUTOR 
SALESMEN 

WHO WANT 

TO SELL MORE 


yvenicnce 


versal 


Lever 





Operates 
om any Cap and 


ngle i Casing 


< 
crew 





Together 





for Easy 


clusive feature f tar Wiring 








° Many id intayes 


wiring 
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TRINE’S NEW 


PILOT-LITE PUSH BUTTON 


FOR RINGING CHIMES 
BELLS, BUZZERS, ETC. 


NARROW 

SOLID BRASS 
HARMONIOUS DESIGN 
LOW PRICED 


BIG BAR electrically 
lighted (also available 
without light) 


TRINE’S NO. 1 PUSH 
BUTTON DISPLAY 


FEATURED ON 


with FREE transformer 
thal lights up 
pilot-lite push buttons 


Trine’s new ‘‘pilot-lite” avail 
able in two types 


No. 25715 
for 6 fo 16 volts 
No. 25724 
for 24 Volts 
No special wiring required 
DEAL INCLUDES: 
Display with 4 samples and in 


troductory backup stock of as- 
sorted push buttons 


List Price $1 9.75 


This versatile, expandable display is one of a series of new Trine Sectional Displays 


ail — oo 
—_— ( ene "T — / 


ndl| 
| \ 


Display Sections 
sined to Form Triangle 
ms Easily on Wal 


/ 


J 


DISPLAY—Masonile, silk screened in full 
rich color, complete with wire easel for stand 
ing, four eyelets for hanging, S-hooks for join 
ing to future sections. Free transformer with 6 
ft. of wire cord ready te plug in 

Trine's Section Mo. 2 Display now available 
loo. Write for literature and prices 


i 
rt 

on Well, New Section 

Gide and Underneath 


TRINE MANUFACTURING CORP. 


1430 FERRIS PLACE, NEW YORK 61, WN. Y. 


136 





Building Materials Exposition 
f Home Builder 
( nrad Hilton 


American Institute of Electrical En- 
gineers 
W f (; 
Hot 
Janu 
r 


Southeastern Electrical Wholesalers 


Assn 
' Meet 

Hiltn 

Atlant 

| ' 


r 


Plant Maintenance & Engineering 


Show 


National Electrical Week 
ARI EkI LAE] LAE IBEW 
ARDA. NAED. NEC 
notion 
Heating Exposi 


Ventilating, Electric 


thon 
tor 


r 


his 


International Heating, Air-Condition- 


ing Exposition 


National Electrical Manufacturers 
Assn. 

Edgewater Beach Hot 

Ct ig | 

M aroh 1 

M t [ x 


Fourth National Electrical Industries 


Show 
A 
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Tustin tae Kor Cvistmag 


SHONCO Howeligh Fey 


for festive holiday lighting, and 
year-long use in and around the home 


Stack and show the Homelight ORDER NOW 
for bigger sales FOR IMMEDIATE DELIVERY 


H ‘ ‘ t “a nter-display package er) A . ef the plete Stonco catal g for 
' t sles Flat cart s stack ! at f eT est rm f high quality 
prnent 


oo re uel elem 1m tend lle -)-1e)>)llena- ete) 
» 4 Wn CO : 333 Monroe Avenue 


“aggre New Jersey 
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THe BIG Luc 


OF INDUSTRY 


For Superior Quality 
/ Check these features 


Pure copper, 100% conductivity MODEL LO 


Wide wire range—re-usable 
U/L-CSA Approved 
Compact——rugged 

Advanced designing 

Sound engineering 

Speedy installation 

Cool operation—takes overload 
No special tools needed 


All screws wax-treated for better clamping 


ALL THESE FEATURES AT LOW COST 


Your V Test Will Prove ILSCO 
Superiority Over Cast Or Any Other Type Lugs 


LOK-A- BLOK 


TERMINAL BLOCKS 


WRITE FOR CATALOG #50 AND SAMPLES 


ILSCO CORPORATION 


5746 MARIEMONT AVE. CINCINNATI 27, OHIO 





OCTOBER 
1M 
10 Ok} 
12 Si 


41 


NOVEMBER 
6 A 
11 A 


>? A 


DECEMBER 
25 


THE NEWS 


Clyde H. Wood 
neral Bryant Ele« 
tric Co., B ! 
f W 


Clarence P. Baird 
| ted | Hofiman 
Radio Div... | f 
Corp.. | ‘ 
Hoff! 


th 
Willis J. Stillwell 


Minnesota Mining & 
Manufacturing Co P MM 


Carl fF. Ortolt 

th | f Bull 
Dog Electric Products Co Det t 
Micl 


King D. ¢ hristopher 


hed I Clark Con 
troller Co., ¢ () ! 


H 
I 


B. H. Melton 


Admiral 
Corp. H f 


Robert ¢ Harper 
Pacific ¢ f Sylvania Ele« 
tric Products, Inc. 
from ti 

, 

ti 


succes Garlan Morse 
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} LY COMI 


fi) , ol 
(chard 42 


You can count on 


AMPROBE 


for advertising support 
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a. 
PLLA | 


div., General Time Corp 


B. R. Stratton 


AY ( 


Cutler-Hammer, tn 

H 

I 

0. B. Wilson ! ¥ 
president of tl Brown Instruments 
div., Minneapolis-Honeywell Regula 
tor o l P lelpt P 
H 


Kdwin George May 
Irav-Ler Radio Corp., ‘ 





Harold A. Ketchum, \ 
lent, Federal Pacific Electric Co.., 


William A. 


for 


Robert FF. Vogler I 
Carey 
Stewart Industries, In Ind 


CLARK-AMERICAN | in 
SIX PULL-OUT COMBINATION ia 


Lewyt Air Conditioner Corp., 


SERVICE ENTRANCE EQUIPMENT ng Island City, N. Y. It 
Now you can provide all home Service Entrance facilities 
including heating, lighting, appliances, air-conditioning etc.—in 

1 Harry G. Burd, | 
one compact cabinet. This new unit for 120-240 volt service Superior Wire and Cable Co. ha 
ippoint ‘am 
Se a P C4 + 

30 amp. for major appliances, and two 60 amp. for controlling ae the es _ 


contains six branch pull-outs in parallel—two 60 amp. and two 


24 plug fuse branches for electric heating and/or lighting. For 


complete information and specifications write for Bulletin 220-3. 


CLARK-AMERICAN “Product Selector” 


$2 page book containing complete r r rurner } 


catalog—plus application and instal manag 
lation data—yours for We asking : , © 

axis . Wright Saw-Electric Sprayit div., 

Thomas Industries, Inc., Louisvill 


kK 


American 


at aa ee 
sale ei Natt hocks 2 ete ee 


Harold P. Bull 


ELECTRIC SWITCH DIVISION Norge 


div., Borg-Warner Corp., ©! £ I 


W/Z CLARK CONTROLLER Company coda : 
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Walter H. Bieringer, vice presick 
of Plymouth Rubber Co., Inc., Canto: 
Mass., has been appointed by the De 


legate 10 th “in — SBIR gLECTROMODE £ / TS 


THE BILL!| 


because... ELECTROMODE’S 
LINE IS COMPLETE! 


Robert Sheridan 
lopment in the 


il air conditioning « 


Mit Co Chicago, Ill 


Henry F. Callahan 
int } ? eral mat oft th 


d Sylvania Electric Products, 
Inc. He h heen eral manutfactu 


f th { or 7 1yY4 


William IF. Koubek | n pre 
lent and a d tor of Acme Electric 
Corp., Ltd. of Toronto, Ont., Can., an 


iffil i ne ¢ t N 








James C. MeGill managel 

tribut les for the MeGill Manu- 
facturing Co., Inc., trical division 
Valpar ‘ Ind. H randsor 





} 





{ 





Charles W. Krinard wa pp 


cently il ind office man 
for Peerless Electric Co., San Fran 
», ( lif At the same time Ray he 


Dameral was mae chiel of design, . because ONLY ELECTROMODE 
a anita HEATERS HAVE THE SAFETY GRID 


2 This is a completely sealed-in CAST-ALUMINUM 
HEATING ELEMENT. Absolutely no glowing elements or exposed open 


coils. Tops in safety, efficiency and economy. The Electromode heating 





element is guaranteed for five years 


James M. hennedy, 


p= tenia ne se because .. . YOUR 
: PROFIT IS GREATER 





OBITUARIES MAIL COUPON 
TODAY 
Henry C. Johnson 


H ohnso 8, pri ELECTROMODE Division, Dept. EWH-106 
Commercial Controls Corporation 
45 Crouch St., Rochester 3, N.Y 


new 
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WAGNER MALLEABLE 


General 


Sales 


A ac 
types 


All 


prod 


fitting 


i4 re 


yvenie 


eli ita 


mplete line of EMT fittings is your assurance of correct 


that you can quickly meet all requests 


Wagner fittings ore packaged in attractive containers 


labeled for « ymplete and quick identification 


equipped throughout with most modern 


uction facilities. assur ng you of low cost, high quality 


1! 


i 
‘gional w rrehouse stocks are maintained for your con 


nce assuring prompt deliveries, to any point 
@ 2! Wagner 


cated in major centers 


representatives are lo 


The one closest 
to you will gladly cooperate with you 
on any problem concerning the appli 


cation of fittings. These men make calls 


on your customers to sell Wagner quality 


gagncd Oailthl 


and to sell your service 
>>) 


PRODUCTS CO. 


Adams $f t 
ie ee a ee Glee ae 


SALES REPRESENTATIVES 


Chase & Sons, Inc. 


I 


M 


Markel Electric Products, 
LaSalle Products, Inc 


s 


Inc., 
iB 


Advance Transformer 


Leece-Nevill 


ime } 


Sentinel Radio Co 
if pe if } i Hi 


t! \ 


Net 
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ASSOCIATION NEWS ar - — 


: for devices to hang conduit and pipe 
the brand that sells is 


WASHINGTON, D. ¢ 


Paine Pipe and Romex Straps hove 
no sharp corners or edges to cul 
users’ hands. Made of galvanized 
ae ee ae 2 
Twenty sizes accommodate Romen 
BX, EMT and pipe diameters from 
“% to 4 


Paine Conduit and Pipe Clamps 
spread easily, stay spread for pipe 
insertion, and won't crack at point 
of flexing. Pipes held rigidly 
vibration-free. Use with Y% Paine 
anchors or toggle bolts for quick, 


sure fastening to walls or ceilings 


Paine Hanger Rings install fost and 
are economical to use. They make 
@ neat permanent job of hanging 
pipe, conduit and armored cable Make 
Both ring and stove bolt are zinc 
ploted and rust-free. Bolts ore pre 


cision threaded and will never bind 


‘ l l Paine ‘Snugfit’ Pipe Hooks have 
nail-shorp drive points, made with 

an offset bend for easy hammering 

me ee 

sure fit around pipes to eliminate your source 

vibration. Seven sizes support pipe 
sizes from % a come in 


rar Gere Tenge hanging and 


for quality 


Paine Perforated Hanger tron has fastening 


milled, burr-free edges that are kind det ices 
to users hands and is electro 
galvanized cleat to work with 
and rust-proof. Two widths, % and 
"sq provide a handy, simple way 
eu ee ee 


and packaged 


Paine “560° Hangers are ideal 
where distances from pipe to mount 
ing surfaces vary. They combine o 
et 
screw with o six-inch length of per 
forated hanger iron and two sets of 
stove bolts, ready for assembly. for 


pipe sizes trom Y% to 4 


CHit 





THE PAINE COMPANY, 3 Westgate Road, Addison, Illinois 
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high heat output 
glass radiant heating... 





vot . 
_ “ae | 
=i 


competes with any 
low cost heating! 


New Berko units bring huge expansion in market for supplemen 
tary heating . makes whole house heating economical. profitable! 


For the first time, the finest quality gla el 

radiant heating can ere i mt with 

heating tems’ On jerko has develope 

init ene make thi yossible ‘Bed suse these j 

have uch higher output, lewer unit ire ore 

quired. A i ult, the cost and time of installat 

cut to a bare minimum. The Berko High Heat Output 

ser feature init in wattage ol 750, 1256 WM) 
1 4000 watt Available with built-in thern tat 


W rite wire or phone our electrical ‘ 
tributor for further details or write aM 


BERKO ELECTRIC MANUFACTURING CORP PR 
| 4 ma i) ¥ Gut ’ ge 4 
: va KUL) 





Explosion- 
proof 
Housings 


cast aluminum 


Non sparking Cas pur um | ight veight easily mounts 
strong and rustles vailab mto equipment. Drilled and 
in a wide range of nd ! tapped to specifications. Made 


and special sizes o Und rs and Military 


Send for Bulletin | 


CoN) THE Adalet MANUFACTURING COMPANY 


14300 LORAIN AVENUE ° CLEVELAND 11. OHIO 


NEW LITERATURE 





Small Motors Characteristics and 
performance ranges of all fractional 
hp motor types are charted in detail 
v inder sized Fractional HP 
Motor lector art. Speed-torque 
a types are il 
(ner valuable 
write 
160) State 

SI 


Wiring Devices 
italogu pany 
red electrical 
k reference 
italogue ha grouped by 
ipplication ar wlexed by product 
jum! t nal f 
for ev 
it helping 


luded ecuorl fluorescent 


impho 


Kulk i I 1é 
N. ¥ 


Packaging new book! eveloped 
from reports | vi from industrial 
ind mail 


llustrat 


Storage Racks 


f all st 
ompan 
enient fi 
ulure 
hed 


By 


Baseboard 
titled 
trified 


fittings 
Iniques 
I orm 
Hart 


Lighting Layouts Technical Data 


lio 56-6" provid technical infor 


layouts 


ncluded ar¢ tor n illumination 


ilculation netnods ruides to levels 


of illumination, lamp dat: light dis 


tribution ssifications nd maximum 
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stove pital IN THE 
ribe feat Ipplic on rt rm 
expat provision ele! 


n 


Resistors 
onstruc 
inge 


vefficie 








Wiring Devices 
r 


oduct 


BoLiteE 


Wall-to-Wall Lighting —N 


lescribe ipplicaty : 
Say co oe REFLECTORS 


tional treatment 








tyling. Separate 





completely 
ndardized 
fixtures. Booklet 


ti 


Lighting Fixtures 
ia r idjustable 


ALL- WHITE fio 
able on all AE 
School Lighting The Abt 
ns lustrat j 
id cathode lamp 
line for general pu 
Includes three 
s and five new lamp siz 
to accomplish line lighting with spot 
hanging. Installation data is also ir 
luded. Address Public Informat 
dept., Celine, In Batavia, Ill The Tones Metal Products Co. © West Lafayette, Ohio 
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Radiant Heating 
¥ 


HEVI-DUTY SINGLE AND 
THREE-PHASE INSULATING 
TRANSFORMERS ANE... 

Have highly efficient chimney 
type ventilation system 


evuigT Special core and coil desigr 
greatly reduces transformer hum 


IN te +e « cConvaeniany Top cover w™ remov 
DEEN able for easy access to leads Weather Controls 


LEADING fo Phase vansl ta Ad DURABLE Rigidly blocked coils are i B I 
+ thee eee” a vacuum-impregnated with special var ! 
Thee ae te ie ) / * nish to imeure long trouble-free opera 
ELECTRICAL Open thor 
Hevi Duty Insulating Transform 
ume available in a wide variety of 
PUBLICATIONS . ei -_ standard madels or may be engineered 
Riga " to your exact specifications Send fur 
J Bulletin 499 of outline your require 
ments and our engineers will recon 
mend a transformer for you 


Help pre-sell 


your customers " ‘te aon \ MW 
HEVieBUTY ' 


Conveyors 
| 


ON HEVI-DUTY iiss eeeion sno |, curammn rmmane ware wnons | 
TRANSFORMERS 7 | ae 


There is a full line of Hevi-Dut Transformers from 
KVA available to distributor Write for Bulletin 
these power and lighting transformers Also 
jistributor discount 


wear a PURNMATES HEVI DUTY ecaecrarc excrusivery 


saniroumer wren af aroes 


MiLtWauHeEte ! WIiScOnsin 


Specify 


KNOX) 


WIRING 
DEVICES 


Se 
AY ‘ 
q u * FOR DOLLAR VALUE * FOR QUALITY oF, 
webs’ «0+ FOR SERVICE * FOR SAFETY 
Pi EA 
15A-125V ey P* / 
10A-250V Qe (UL, ( 


or CBA, (ABELS 











DUPLEX FLUSH RECEPTACLE T-SLOTS ® ELBOWS -— lLorge Radiv 
Standard Rad FMT 

You li find every (KNOX product is made of fine qual . ' 
ity materials plus precision engineering and 33 years , PIPE NIPPLES 


{ manufacturing skill and ‘know-how a combina 


en that snanhea you of a fine product durable safe COUPLINGS 
ond easily installed, For best results, specity (NOR) RUNNING THREAD PIPE 


Write for free Illustrated Catalog WA PLATES * GC ENECKS 
- 
Write for Cate | 


KNOX PORCELAIN CORPORATION irre ]V|rc co. 


KNOXVILLE |. TENNESSEE 
, a Me Me Me me me me me 4 y 4 











“ 


’ 
Ay PITTSAURGH a A. / 
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Pipe Benders How 

thinwall conduit easil 
new folder 

line of 


ich model | 


NEW LIGHTWEIGHT 
HYDRAULIC BENDER 
BY GREENLEE 


IKxhaust Fan 
model | 
folder 1} 


BOOK REVIEWS 
Automation, Friend or Foe? 


R. H. MacMillan 
Cambridge University Press 
New York, N. Y 


Automation 


} ' 

ee 
{ ' 
du 


opens up even bigger sales opportunities 


MINERALLAC 2-HOLE for you on the famous Greenlee line 


PIPE STRAPS 


For Heavier Loads! 


Two-hole pipe straps of 
zr plated stee Dou 
bie ribbed and en 


bossed for lock washer 


ee aD, 
' G 

Send for literature and prices 

Specify MINERALLAC Stears. susuinos 


MINERALLAC ELECTRIC COMPANY 


| 
25 N. Peoria $!., Chicago 7, | nois K 
R 


MINERALLA , 


GREENLEE TOOL CO., 1850 COLUMBIA AVE., ROCKFORD, ILL., 
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“WE INVITE COMPARISON’ 


aor . fe) 
Stet Ali’ amazing gevolvind 360 


Lightweight. 
Universal. & gt ia LIGHT SENSATION 


| NEW TRIPPE 


MULTICOLOR 


model M-2 


ELECTRICIANS MARK III | 
want 
—_ ' NU sft fs, 4ey 
4 hy 
Five Meters ~ 80 BRILLIANT — 
in one! HIGH-POWERED ATTENTION GETTER for: - FLASHES A = 


cvolvne's: il ete amet ee 


* 
A a 
DC Voltmeter # DRIVE-IN THEATRES * DOCKS 
(vue tf ae Ee * TAVERNS wcantors,erc, FZ “Sf ‘Pepe yey 
Merrell polit Bs da Fascinatir g just t watch it! Can increase trade « J f 


Covers 360” like an airplane beacon with a different ed ish every 7'/2 seconds 


e the day it's installed 


Does not conflict with traffi« signals. Made like a tine at nm tr ble free in 
definitely fr 4U below ze to hottest days. Long life 11 bulb burns over 


2500 hours silent! 


WIRE or WRITE today for Catalog and Distributor Costs 


TRIPPE MANUFACTURING CO. Dept. X 


133 N. Jefferson Street, Chicago 6, Illinois 











. a 

clopment 

tually, the first Kling or automa 
on were apparen ing the 19th 
entury, just when the rst industrial 
revolution getting a good foot 
hold. Th ! in tertaining histor 
nd overall viev of automation for 
the general readacet or Musine man 


100 pages 


Practical Distribution 
Cost Analysis 
Donald R. Longman and Michael Schiff 


Richard D. Irwin, Inc 
Homewood, Ill 


Ihe authors show how to make mart 


JOBBERS ! keting evaluations in terms of costs UNIVERSAL PRESSURE TYPE 
ather than of sales. Pointing Out tha 
WHOLESALERS! iles pecomechor Dee naturall boo “ ADJUSTABLE LUGS 


¢ priority to making sales, they con 





Tap anew market 
tend that both ile ind sales osts One or two bolt holes 
with a Quality Meter enuset he Considered to reach the hich 


est profit. With distribution cost analy 


WRIiTe WIRE OR CALL 
management can make better de 


‘ sions on market-policies and method 
Atomic Not only such big problems as mar 
: keting organization, budgetary control 

ind operating efficiency lend them 


En cincering elves to distribution cost analysis 


ay the iuthors, but also other mar 


keting problems like pricing and dis 
orp. counts, diversification of line, ware Write for dimensions and prices 
Bex 1701 Stetteon w house location, frequency of sales calls EGER UDEPOHL, INC 
GRAND JIUNCTION,.COLO handling oft mall rders, et KRU G ; & H ie 0 f : 
- ——- 450 pages 
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(TINIVERSAL 


PIPE THREAD 
BUSHINGS 














ae < 
| 1%s” | a 
14a" | %” 


12142” ‘KM 





*Cenduit nut size 


~~ UNIVERSAL 


CLAY PRODUCTS CO. 


1549 EAST FIRST ST. 
SANDUSKY, OHIO 


October, 1956—ELECTRICAL WHOLESALING 





NEW PRODUCTS 


Tomic Sales & Engineering Co., 


Detroit, Mich. 
Adapta-Studs 
le a new and 
nstalling outlet 
] pended 


if mountin 


When 


+ LOW-COST 
in for the TWIN BLOWER 


| ue Sieve hood 


Cable Trough Elbow 


1. J. Cope, Inc., Collegeville, Pa 


ne chat 


ALUMINUM 
REMOVABLE 
ruLTeR fAN 

Switch 


FEATURES 


Service Free 
Easy Installation 
Requires only 3a = 10° duet 
j Takes little cabinet spoce) 
Can be vented through side 
wall or reef 
| et eels Comes complete with fon and 


light switch 


POWERCRAFT = 


Only 5'4" deep 


STOCKS FOR IMMEDIATE Aveileble tn 
SHIPMENT baked enamel custom colored 


PRIMARY BUS SUPPORTS Satin, ent 9 condere tom 


from 24 through 48 . Special 


tered corners 


antique copper 


plated stainless steel 3 


@ Contract industrials, and Utilities rely on sizes mede on request 
he yracy of these Bus Supperts to meet exact 
vice mditions. Available for indoor an 
fear Service flat or pipe mounting. Conform 
NEMA standa POWERCRAFT invites your 
‘ n any ecial Bus Support requirement 
er POWERCRAFT Product or ® 
rf ect Switche 6 Clamps 


PowercrAFl 
CORPORATION 


2215 De Kalb St Phone 


St. Lowis 4, Mo Prospect 6-4532 
Since 1932 


“a wal 


Frame Fittings for 


sulator Supports 
‘ 


WAUWNISCH1 


MANUFACTURING COMPANY 


607 S. WASHINGTON 
OWOSSO, !, MICHIGAN 








NEW mes 
PRODUCTS | Sts Sete. | SELLING 


BUILD SALES! | rm pes vce: | OPPORTUNITIES 











FISH TAPE WINDER 
PATENT PENDIN 
POSITION VACANT 


TAPE-MATE v Ye a ie ahbuss nad ton tedmenion Wales 


Here's one § the hottest items to hit 
the jobbers shelf in ‘56—TAPE-MATE 
the revolutionary fish tape winder. Winds 
fish tape with m easy sliding action 
under proper tension——push to 
wind, pull to pay out-——that's all there's SELLING OPPORTUNITIES WANTED 
to i Protects hands and saves tape 


Sales representative with ter 
Fits all round 12 fish tape reels con = : 
taming 1 flat fish tape TAPE MATE 


is as compact and ftool-proof as the reel 


it attaches to 


NEW REAM-RITE © 
E.M.T. REAMER 


Expanding outheastern states 


Here's another item your 
customers need tor better 


— Established ale resenta e, excellent follow 


wiring! Assures perfect re 


sults from EMT fittings P ; FOR 


and couplings does 
away with old fashioned | 

methods of preparing thin * MODERN 
wall. Handles all sizes trom SPECIAL SERVICE 
"9 up. Bevels, Reams, Ds QUALITY 

burrs-—-works on both sur palpper . vo 
faces simultaneously. REAM : | —— FITTINGS 


RITE is only 6" long, weighs es e 

just 2'9 of Specify 
HI MERCHANDISING : 
HELPS MAKE SALES! 


Counter Displays TAPE-MATE mounted 


on a fish tape reel complete with in 


REAM RIT re roy ' | | yay ESTABLISHED 
displey cord. 20 REPRESENTATIVE AVAILABLE 


Now representing top national company 

Well known and respected by al! branches 

of the trade in 

SEND NEW LITERATURE O MINNESOTA WISCONSIN 
NORTH & SOUTH DAKOTA 

Present line has shown steady growth. Can 








NEW Envelope Stufter 


TAPE MATE 


HAVE REPRESENTATIY Al TO DEM ’. ates profitably . ; sad sell another 
ATE PRODUCT AN S TOOL' line f top qual to Established 
Architect. Engineer istributor. and Con 


tractor Customers 


RA-3057 Electrical Wholesaling 
520 North Michigan Avenue, Chicago, I Ii 














WHEN LOOKING FOR 
eeee. 
@ Agents 
@ Lines 
You can locate them 
faster, easier through 
this SELLING OPPORTUNITIES 


section 


BACKED BY OVER A 
QUARTER CENTURY 
KNOW-HOW IN 
ELECTRICAL PRODUCTS 








eAtuantic (onouit , J it tines 


COMPANY 
SYCAMORE, ILL. | BOSTON, MASSACHUSET 


| 
| 
| 
| 
| 
| 
| 
| 
L 
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cLassiFieD SELLING OPPORTUNITIES aovertisinc 


AGENTS WANTED LINES WANTED PCSITIONS WANTED BUSINESS OPPORTUNITIES 


Factory Representative 
for Lighting Fixture Mfr. 
Northern New Jersey Area 


SALES EXECUTIVE 


WIRING DEVICES 


LOLOL hehe le 
| 


CHALLENGING OPPORTUNITY FOR 
A MERCHANDISING EXECUTIVE 


with a thorough knowledge techniques 
proven record of results obtained by working through agents 
wholesale distributors 


TO STEP INTO A NEW POSITION OF REAL 
IMPORTANCE WITH AN ESTABLISHED 
MANUFACTURER OF WIRING DEVICES AS THE 
_KEYSTONE OF A MAJOR sagt eratert PROSRAM 


| 
| Factory located in territory 
| excellent service and delivery ap ler 4 sill , 


k Slater Electric & Mfg. Co. Inc. 


outstanding promotion and 
FOR SALE 
ELECTRICAL SUPPLIES WHOLESALE 


and Ce 


line 


Manufacturer of 


scent 


complete 


of incande and fluorescent of marketing and a 


lighting offers 


lent opportunity for man to call 


an excel 





fixtures 
and electrical contractors 


on architects, engineers, elec 


trical wholesalers, contractors 


advertising 


We have the opportunity for the 


right man to make tremendous 


| strides 
Replies held 
Call or send full details to 


in confidence 


: 
MFR’S REPRESENTATIVE | 
WANTED | 


Prominent manufacturer of hack 


| Litecraft Manufacturing Corp 


| 


8 East 36th Street 
New York 16, New York 


with extensive Industrial mmer 


chentele 


otitable 


and ex 


ROBOT ~ OPERATORS 


OPEN ~ CLOSE - LOCK: DOORS, GATES 
a eel thee Tronically 


x 
INDUSTRIAL 
& SPECIAL 


COMMERCIAL 
RESIDENTIAL 


Wide bo 


rosor APPLIANCES inc 





handling many pr 
»cated 
Annual volume 
profit picture A 
available yntly 
ft principals A 


lusive lines, | in heart of Canadas 


Prairie Provinces one million 
with 
d enterprise 
ill health 
$275 00 


dollars good well 
on a 
pprox 


For full particular 


manage 
sunt of 
mate value 
apply 

BO 3014 Electrical Wholesaling 


520 N ee Ave » Ctonge 17, ul 


saw blades and 


additional! 


some choice 


tc 





RW 


representation 
electrical wholesale 
two outstanding items 
territories open 


hole desires 
in the 
trade. We have 
to offer with 


Reply 


saws 


1646 Electrical Wholesaling 


New York 36, N. Y 





| | 
| | 330 W. 42nd St 


Y \ 70m oncuano - otansonn, micnican 


NOW READ THIS! 


A MODERATE SIZED COMPANY LISTED AMERICAN EXCHANGE WITH 
Factory metropolitan area engaged in production of electrical item 
with Electrical 


WANTED 
DISTRIBUTING 
COMPANY 


ELECTRICAL MATERIAL 
OR MANUFACTURING 
National sales organization warehouses calling on 
Wholesalers 
Top level management and financial organization 


SEEKS TO ENLARGE AND EXPAND PRESENT COMPANY BY MEANS OF 


Acquiring by merger or purchase other manutacturing company with 


New ¥ 


MANUFACTURERS | : 


1 to 3 million dollars sales in electrical items through wholesalers 
Why remain an independent manufacturer 
your plant as a division of an integrated, diversified and listed company 
All contidential 


ELECTRICAL WHOLESALING 
Div, P.O Bex 12, New York 36.6 ¥ 


when you can continue to operate 


Principals only replies strictly 


BO 3052 


Clessified Adv 
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iin Your Mame 
Call For 
FITTINGS & 


SWITCH BOXES 


Specify 


“Like money in the bonk’’— 
That's what estimators think 
about Arrolet's dependabil- 
ity when figuring job costs. 
Arrolet products have all the 
features you need to help 
keep installation time and 
costs under tight control. 


Here's a good example: 


ARROLET 
Bevel Corner 


SWITCH 
BOX 


4 y sr ae 


Non-Gangable 


cot. no, 160-NGER 


5 { chs 
anding features © 
+ tog the self-gauBios 


are 
box accurat 


k, 
notches for Quick, Y¥ 
aligomet V/ and “& 
walls. Only 


to hold it securely 

4 je K.O.5 
oe Ay yl Y%” K.Q. 10 
end and on 


» CRS non metalli 
Projection 


BR bracket 


if with 
) nails needed 


in place 


in eac h 


bottom 
cable clamp 


welding mive , 
maximum strengtn 


; out var 
Complete detai!s S oy the 


ous mounting devi oe 
160-NG series given in 
New Product Sheet No. 4 


For boxes, fittings and accesso- 
ries that do the job best, make 
sure to specify ‘ARROLET’ in 
your next order. 


mm FREE 
WALL CHART I 
> vu le f ' ria " in 
ee Ec: 
——_ heme flies boxes & 


Ach tor Letest Coteleg, Tee. Write for Beth, Tedey! 


ARROLET CORPORATION 


MONTGOMERY, PENNA 


Soles Rep ives & *Wareh Stocks 
BALTIMORE, MD. * CHARLOTTE, WC. © *CHICAGO, 
il. * CINCINNATI, OHIO + "DENVER, COLO. + 
DALLAS, TEX. * *LOS ANGELES, CALIF. © *MIAMI, 
PLA. * WOW YORK, MY. © NEWTON CENTRE, 
MASS, * “PHILADELPHIA, PA. + ROCHESTER, &.Y 





ADVERTISERS’ INDEX 


Abolite Lig. Div 

Jones Metal Products Co 145 
Accurate Mig. Co 97 
Aeme Electric Corp. 90 
Adalet Mfg. Co., The 144 
Adam Electric Co., Frank 20, 21 
All-Steel Equipment Ine. 4% 
Aluminum Co. of America 110 
American Blower Corp. #4 
American Electric Switch Div 

Clark Controller Co. 140 
American Meel & Wire Div 

I Ss. Steel ¢ orp 85, 86, 87 BH 
Amplex Corp. 18 
Amprobe, A Division of Pyramid 

Instrument Corp 139 
Anac onda Ww ire & Cable Co. 4 
Appleton Eleetrie Co Second Cover 
Arrolet Corp 152 
Arrow-Hart & Hegeman 

Kleetrie Co The 114 
Atlantic Conduit Fittings Co 150 
Atomic Engineering Corp 


Kell Electrie Co 118 
Berko Electric Mig. Corp 144 
Blackburn Corp., Jasper 29 
Blackhawk Industries Ww) 
Kriegel Method Tool Co 108, 109 
BullDog Electric Prods. Co 42 


Bussmann Mfg. Co Fourth Cover 


farol Cable Co Dis of the 
Crescent Co Tine 94 
hampion Lamp Works 82 
hase & Sons, Ine 123 
irele W ire A ( able a subsidiary 
of Cerro de Pasco ‘ orp 11 
lark Controller Co 140 
lifton Conduit Corp 101 
onduit Nipple Mig. Co., Div. of 
Pittsburgh Nipple Works, Ine 146 
onduit Pipe Products Co 15 
ontinental Electric Equipment 
Co. 

Crescent Ins. Wire & Cable Co 

Cuther-Hammer live 


Dessert Mig ‘ orp 
Dutch Brand Dis 
Johns-Manville Corp 


bagle Electric Mig. Co., Ine 

I ecernapiny Fuse & Mig. ( “ 

hlectri« lube Products 

hlectromode Div., Commercial 
Controls ¢ orp 

kxide Industrial Div., The 
Electric Storage Battery Co 


bkederal Pacific Electric Co 


Fullman Mig. Co 
Furnas Eleetrie Co 


Cedney Electric Co 
Ceneral ¢ able Corp 
Ceneral Electric Company 
Division 83 
Cireuit Protective Devices 

Ihe pt 
Lamp Division 


Apparatus > sles 


Greenlee Tool Company 
uth Co The Edwin 1 


Hazard Insulated Wire Works 
Heinemann Electric 
Hevi Duty Electric Company 
Hexcel Products Ine 

Holub Industries, Ine 
Hubbell, Harvey Ine 19, 50 


Company 


Ilseo Corp 
International Register Company 


Jefferson Electric ¢ ompany 
Jones Metal Products Co The 


Kennecott Copper Corporation 80, 81 
Keystone Mig. ¢ ompany 27 
Knox Porcelain Corporation 146 


Krueger & Hudepohl, Ine 148 
Leviton Mfg. Company 125 


MeGill Mig Company Ine 135 
Midwest Electric Mfg. Company 
Minerallace Electric Company 

Moe Light Inne 

Monarch Electric Corp 


National Electric Products ¢ orp 
National Lighting Bureau 
Okonite Co The 


Paine to The 
Pass & Seymour, Ine 
Peerless Electric ¢ ompany, The 
Phelps Dodge Copper Products 

( orp 
Plymouth Rubber Company 

Inc Third Cover 
Porcelain Products, Ine 120 
Powercraft Corp 149 


Remeon, A Division of Pyramid 
Instrument Corp 40 
Re public Steel Corp 17 
Ridg« Pool ( ompans The 102 
Rome Cable Corp 11 
Royal Electrie Co., Ine lil 


Sangamo Electric Company 107 
Slater Electric & Mig. Company 128 
Sola Electric Companys $3. 34, 35, 36 
Sorgel Electric Company 1433 
Square D Company» 1 
Steel & Tubes Division 17 
Stonco Electric Products 

Company 137 
Supreme Products Corp 100 
Swanson Mig. Company 149 


Thomas & Hett« Co The 
Prade-Wind Motorfans, Ine 
Iriangle Conduit & Cable Co., 

Ine. 26 
Trine Mig. Corp 136 
Prippe Mig lo 148 


Lnion Insulating Company 105 
United States Rubber Co $1 
Universal Clay Prod. Co The 149 
Ltiea Drop Forge & Tool Corp 116 


Vaco Products Co 122 

Vietor Ventilator Dis The Philip 
Carey Mfg. Co.) th. 39 

Virden Co John ¢ Y 


“ agner Malleable Product. 
Weaver Co J A 
Western Insulated Wire 


Company 


Youngstown Sheet & T usec 
The 
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found in all, are, 


the best 
spl CCS 


















| Ppithnnion 


CANTON, MASSACHUSETTS 





‘We had as many as 
24 Solenoid coils a month 
burn up before we installed 
BUSS FUSTATS"’ 

“Now our burned up coil losses 


are negligible.” 
MR. C. R. BABCOCK 


Here is an idea that can 
r Fustat sales 


increase you 
to plant electrical men 


st. Louis 7 Mo 


Bussmann Mfg. Co 





ed 
600 AMPS, / ; 


Onw cie cuits unoeter 
USE A FUSETR ON DUAL-ELEMENT 


/ > 


FOR LOADS ABOVE 600 AND 
uP TO 5.000 AMPS j 

USt BUSS HI-CAP FUSES 7 
BUSSMANN FA j 
aoe co | 


Play Safe! instoll BUSS Fustots, FUSETRON fuses ond 
BUSS Hi.Cop fuses throughout entire Electrical System! 








